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Company commanders will see that all artfclea of 
clothing and the price thereof are entered in the 
Soldier's Handbook as soon as the issue has been made to 
the soldier and will certify to the correctness of the 
entries with their signatures. Any of these hooka left 
by deserters, or others, wiE be forwarded by mail to 
the Adjntant General of the Army. 

The books will be issued to soldiers after their ejilist* 
ment and will not be replaced by the issue of new copies 
until those furnished are worn out by fair wear and 
tear. New leaves properly ruled for the clothing 
account should be inserted when necessary, as on the 
reenlistment of soldiers, etc., and extra leaves for 
"clothing recei\*ed " will be supplied by the Adjutant 
Generars Office. 

When lost or destroyed the cost of the book (45 cents) 
will be charged to the man. on the mu^r and pay 
rolls. 

The Soldier's Handbook will be considered as part of 
the personal effects of the soldier, excepting in the case 
of deserters or men dishonorably discharged, when the 
hooks will be taken up by company commanders and 
forwarded by mail to the Adjutant G^eneral of Ube 
Army, 

The cost of the Soldier's Handbook is not to he 
chai'ged to the soldier whe^ lost through no fault of J 
the man. 
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RlaUTS AS CITIZENS FORFETTEn BY DESERTION. 

Sec. 1996. All persona who deserted the milit-ary or 
service of tbe United States and did not return 
Ihereto or report themselves to a provost marshal witliin 
fiixty daya after the iasnance of the proclamatioD by 
the President, dated the 11th day of March, t865» are 
deemed to have voluntarily relinquiehed and forfeited 
their rigrhts of citizenship, a& well as their right to 
become citizens ; and snch deserters shall he forever 
incapahle of holding any office of trust or profit under 
the United States, or of exercising any rights of 
citizens thereof. 

Sec, 1096. Every person who hereafter deserts the 
military or naval service of the United States, or who, 
being dtdy enrollefl, depaits the jurisdiction of the 
district in which he is enrolled, or goes beyond the 
limits of the United States, with intent to avoid any 
draft into the military or naval service, lawfnlly 
ordered, shall be liable to all the penalties and for- 
feitures of section nineteen hnndred and ninety-sLs.— 
[Reviaed Statutes. ] 
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UNAUTHOaiZED ABSENCE. 




Where, from any circnmstance, soldiers find 
selves separated or detached from their commanda» 
without the necessary means or authority for rejoining, 
in order to prevent their being reported as deserters, 
they should at once report in person to the nearest post 
or command, and state their case to the conimauding 
officer r wfaoee dnty it is to provide for ttiem aod have 
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them forwarded to their proper commands at the 
earliest opportunity. Should this course be impossible, 
then the soldier should rei)ort by letter to the command- 
ing officer of the nearest post, or to the Adjutant 
General of the Army. 

The soldier should bear in mind that any failure to 
take proper steps to join his command, when separated 
from it, no matter what the cause, involves inconven- 
iences and troubles that are not overcome without 
much difficulty. Sickness, insurmountable accidents, 
etc., all require to be established by conclusive testi- 
mony, to free him from the suspicions that always 
attend an unusual absence from his proper post. 



EXTRACTS FROM THE ARMY REGULATIONS 
OF 1895. 

(As amended by General Orders up to July 1, 1900.) 



MILITARY DISCIPLINE. 

1. All persons in the military service are required to 
obey strictly and to execute promptly the lawful orders 
erf their superiors. 

2. Military authority will be exercised with firmness, 
kindness, and justice. Punishments must conform to 
law and follow offenses as promptly as circumstances 
will permit. 

3. Superiors are forbidden to injure those under their 
authority by tyrannical or capricious conduct, or by 
abusive language. 

4. Courtesy among military men is indispensable to 
discipline ; respect to superiors will not be confined to 
obedience on duty but will be extended on all occasions. 

5. Deliberations or discussions among military men 
conveying praise or censure, or any mark of approba- 
tion, toward others in the military service, and all pub- 
lications relating to private or personal transactions 
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between officers, are prohibited. Efforts to influence 
le^elation affecting- the Army, or to procure personal 
favor or consideration, should never be made except 
through regTiiar military channela ; the adoption of any 
other method will be noted in the military' record of 
those concerned. 

RAJWK OP OFFICUES, WW. 



0. The following are the grades of rank 
and noneom missioned officm*s: 



if officers 
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] . Major gniitmil. 
'I, Brigudler gerieniL 

3. CoJoriel. 

4. Lle^Q tenant coionei 
fi. Major. 

7. Fil»Uieiiteiiiint 

8. S««ot)d IleuteuAnt 
% Cadet, 

Ul Sergeant mil jor irfrglnjentiU)* 
11. (juarterEUBiiterJ^rgpaDt(rei^- 

timntaX). 
12w Commljii»UT ^rgettnC (regl- 

mental). 



la. Ordnaiiec^ sprgeantj comralss- 
sary sergeant, r>ost iiuarter- 
miij^t4^r f^efgeaMt, eleiitrktan 
.sergeant, hospital steward, 
flri^t-cln^ siefeeaiit of ttie 
Signal Gorr*s, chief tfmit!ctiiri, 
chief tninipeter, and prlQCf- 
T>fU oaur^kitaii. 

H. SquarfKin or battalion MMT^eant 
major. 

Ilk Ftr5t sergeant and drum major. 

liL S«M^ant a.nd octlnK hospital 
steward* 

17. Con^aral. 
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In each grade, date of commii^aion^ appointnieat} or 
warrant detf mimes the order of precedence^ 

AftoiNTMEUT ANU J'UOMOTION. 

S4. Vacancies in the grade of second lieutenant exij^t- 
ing on the 1st day of July of each year are filled by ap- 
pointment, in order, as follows: (!) From graduates of 
the United States? Hilitary Ac4wU.!iay : {2} from enlisted 
men of the Army found duly tiualified ; (3) from civil 
life. 

25. With a view to the selection of proper enlisted 
men of the Army as '* candidates for promotion" to the 
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grade of second lieutenant, each department commander 
"will, as soon as practicable after March 15 of e.ich year, 
convene a board of five officers for the preliminary ex- 
amination of the soldiers of his command who are 
legally qualified applicants for a commission, to deter- 
mine their eligibility for the competitive examination 
This board will institute a rigid inquiry into the char- 
acter, capacity, record, and qualifications of the several 
candidates, and will recommend none for competitive 
examination who are not able to establish their fitness 
for promotion to the entire satisfaction of the board. 
On September 1 of each year the War Department will 
convene a board of five officers for the final competitive 
examination to determine the fitness and order of merit 
for promotion of the soldiers who have successfully 
passed the preliminary examination. Two members of 
each board will be officers of the Medical Department. 
26. Each enlisted man recommended in accordance 
with the law and the foregoing regulation will receive 
from the Adjutant General of the Army a certificate 
of eligibility for appointment to the grade of second 
lieutenant and will be known as a ** candidate " for pro- 
motion. He will have the title "candidate" prefixed 
to his name in all rolls, returns, orders, and correspond- 
ence in which it appears, and will be entitled to wear 
the candidate's stripes on the sleeves c^ uniform coat, 
blouse, and overcoat, so long as he holas this specially 
honorable position. The candidate's stripe will be worn 
on the upper half of each cuff. It will consist of a 
double stripe running the length of the cuff, pointed at 
the upper end and with a small button below the point 
of the stripe ; for uniform coat, of gold braid ; for blouse 
and overcoat, of cloth of same color as facings of uni- 
form ; width of braid or cloth, one-quarter inch ; width 
of space between braid, one-eighth inch. 
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27. The eligibility ci » cantHdate for appointment afi 
second lien tenant and his privileges as candidate ter- 
minate tbe 1st of September next BUC€eeding his com- 
petitive examination, nnleaa he shall again be recom- 
mended on oompetitive examination. A candidate who 
becomes ifjeligible by reason of age will be entitled to 
wear the ciindidate's stripe on the left sleeve so long a^ 
he maintains his good standing in the service. Having 
passed a depaiimental btmrd, bnt having faUed to j>a8s 
tho competitive bi>ard, he may again lye examined by the 
comxietitive board on proper application made tbrongh 
department headqnarters ; he will not be required tt> 
pass a departmental board a second time. An applicMit 
who t'v^dce fails in competitive examination to obtain ^ 
ceitificate of eligibility n^ candidate for promotion can 
not again compete for that position. 

2S. Candidates who may be gnilty of misconduct will 

'he promptly reix>rted Ut the AdjntEint General of the 
Army, through regimental and dei>artment headc|nar- 
ters, the rei>ort to contain a full statement of the alleged 
misconduct, i^'ith names and witnesses. The dex>art- 
meut commander will see that the candidate haj3 a fair 
and impartial hearing and will forward the report for 
the decision of the Secretary of War* 

29. Candidfites for promotion will not be deprived of 
the privileges of their position nnlejf?^ by sentence of a 
general court-martial or the order of the Secretary of 
War, exC4?pt by operation of law or regulations. While 
holding the privileges of that position they will not be 

ihr ought before a siimmary or Eeld officer's court, or a 

f garrison or regimental court-martial. 

80. A soldier to be eligible for the position of candi- 
date for promotion must be a citizen of the United 
States, unmarried, between 21 and 30 years of age on 
the 1st of Septenjber following his preliuiinary eiami 
nation^ and of good moral character both b^C<^\sb ^si^u^ 
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after etiHatinent. An applicant will not be ordered for 
the preliminary eisaniination iinlees it iH apparent that, 
on tht* let of September next following, he will have 
served honorably not less than two years, exclm^ive of 
technical service dne to furlough or other absence from 
duty in his own interest ; nor for the final competitive 
examination unless he shall liave so served. Applica- 
tions will he made to department commanders on or 
before February 1 of eatrh year, and company comman- 
ders in forwarding them will certify all fnr loughs had 
by applicants, stating under wliat authority they were 
granted. 

THE POKT NOKCOBfMISSIONED STAFF. 



01, The post noncommiRsioned staff consists of ord- 
11111106} commissary, iK>st quartermaster, and electrician 
sergeants . They are appt)inted by the Secretary of 
War, after due examination, from sergeants in the line 
of the Army ; oninance sergea^nts from those who have 
served at least eight years in the Army, including fotir 
years as noncommissioned officers, and who are Icsh than 
45 years of age; commissary sergeants from those who 
have served five years in the AriDy, iucluiling three 
years as noncommissioned oificerB ; x>ost quartermaster 
sergeants from those who have served four years in the 
Anuy [ electrician sergeants, as a rule, from those who 
have served three years in the Aiiny and about one -third 
<if that time as noncommissioned o&icers, exceptions 
being made only in ciises of x>i*rticularly well-etiuipped 
ai^ilic^ints from civil life. 

02. An a]p>lication for appointment mnst be in the 
handwritiuf^ of the applicant, and will briefly state the 
length and nature of his military serrice, and for what 
time and in what organisations he has served as a non- 
commissioned officer. The company commander will 
indorse thereon the cbaracter of the applicant, and his 
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opinion as to his inteUigenca and fitnetia for tlio ixisi- 
tion. The application so indorsed Tvill he submitte*! to 
the regimental commander, who will forward thesame» 
with his remarks as to the merits of the applicant, to 
the Adjutant General of the Army, 

9S, While the law conteiuplates in these appoint- 
ments the better preservation of public property at the 
several posts, there is also a further cunsideratioii— that 
of offering a reward to faithful and 'well-tried sergeants^ 
thtia giving- enconragement to deserdng soldiers to hope 
for substantial promotion. Colonels and captains can 
not be too pai-ticular in investigating and reporting 
niwn the character and qnaliflcations of applicants. 

94. Before the applicant is appointed he will he 
examined by a board of officers convened for the pur- 
pose by the department commander under orders from 
the Secretary of War. 

95. Preliminary to the examination by the board, 
the applicant will be examined by a medical officer, to 
determine whether he is pbysically fitted to perform 
all dtities incident to the position sought* 

96. Tlie examining board will inquire into, and rei)ort 
npon» the age, character, service, and physical condi- 
tion of the applicant ; npcfu his edocatioUj clerical pro- 
liciency, and general fitness to perform the duties of 
the position stmglit; tipon his knowledge of Army 
Begulations and the regulations of the department 
which he seeks to enter. 

97* Before assignment to posts, ordnance sergeants 
will be sent to arsenals, when practicable, for tempo- 
rary dnty and instruction, 

96* The stations of post noncommissioned staff officers 
will he designed by the Secretary of War. 

09, A sergeaut of the post noncommissioned staff will 
assist the officer of his department and will not be 
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^_^tailed upon any service that will interfere therewitlL ^ 
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If the necessities of the service reqnire such detail, the 
post commander will note the fact, with reasons there- 
for, on the sergeant's monthly personal report, 

100. A sergeant of the post noncommissioned staff at 
an nngarrisoned post or station will be responsible for 
the property of his own department and for such other 
property as may he intrusted to him for safe-keeping. 
For all public propeity committed to his charge he will 
account to the heads of the staff departments concerned, 
and if the means at Ma disposal are insufficient for its 
preservation, he will report the facts. 

101. The military control of noncommissioned officers 
of the general staff serving at posts not occupied by 
trooiJS is vested in the commander of the territorial 
department in which they are serving. All matters 
relating to them as soldiers subject to miHtary com- 
mand, as distingniished from the administrative duties 
imposed upon them liy regulations and orders, will, 
except incases of reenlistmentt he detennined at dejiart- 
ment headquarters, where tlieir descriptive lists and 
accounts of pay and clothing wOl he kept. When they 
are discharged a copy of the descriptive list upon which 
will be noted the fact of discharge, with the date, place 
and cause, and the character given on the discharge 
certificate, will he forwarded to the Adjutant General 
of the Army* 

102. Each sergeant of the post noncommissioned staff 
will make sucdi personal reports as may be required by 
the head of the staif department to which he belongs. 
The officer under whose orders he is serving will indorse 
on each report his opinion of the manner in which the 
sergeant has performed his duties, and the post com- 
mander will forward the report direct to the chief of 
hureau. If there be no troops at the post^ the sergeant 
win forward the report direct to the Adjutant General 
of the Army. 
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103. A sergeant of the post noncommiasioned staff 
may be reeniisted, xrovidedhe shall have conducted him- 
self properly and performed his duties in a aatisfactory 
manner. If, however, hia commanding officer shall not 
thitik it proijer to make the re^nlii!tment, he will com- 
municate hie reasons to the Adjutant General of the 
Army in time to receive the decision of the War Depart- 
ment before the sergeant's discharge. If serving at an 
nngarrisoned post, application for reenlistment will be 
made by the sergeant to the Adjutant General of the 
Army* through department headquarters. One of the 
duplicate reenlistment papers will he forwarded to the 
Adjutant General of the Arm.y; the other will be filed 
at the sergeant's station, if a garrisoned xjost, or, if not, 
at the headquarters of the department in which he is 
serving. 

101 Sergeants of the post noncommissioned staff, 
though liable to discharge foi: inefficiency or miscon- 
doctj will not be reduced. 
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DESKKTERS. 
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131, A deserter will make good the time lost by 
desertion, unless discharged by comix? tent authority. 
He will he considered again in service iix>on his return 
to military control ; hut if a deserter enlists while in 
desertion, Ids services under such nnlawful enliatment 
will not he counted as making good any of the time lost 
by desertion. 

133. A deserter will not be restored to duty without 
trial, e;icept by authority competent to order his trial. 
Such restoration does not remove the charge of deser- 
tion nor relieve the soldier from any of the forfeitures 
attached to that offejise. He mu.s?t make gix>il the time 
lost by desertion, refund the reward and expenses paid 
for apprehension and delivery, and forfeit pay while 
absent 
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133. An enlisted man wlio absents himself from his 
post or company without authority will forfeit all pay 
and allowances accming during such absence, and. upon 
conviction by court- martial, malie good the time lost. 
No man will be reported a deserter until after the 
expiration of ten days (should he remain away that 
(lengrth of time), unless the company commander haa 
conclusive evidence of the absentee's intention not to 
return; but commanding officers will take steps to 
apprehend soldiers ahsent without leave as soon as that 
fact is reported. Should the soldier not return, or not 
be apprehended, within the time named, his de&ertion 
will date froni the commencement of the unauthorized 
absence. An absence without leave of less than one 
day wiU not be noted upon the muster and pay roUs. 
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RKTIREMENT OF ENIJHTED MEN. 



135. When an enlisted man BhaU have eerved as such 
for thirty years, either in the Army or the Marine Corps 
and the Army, he may apply to the Adjutant General 
of the Army for retirement* Uixin the approval of the 
application an order will be issued from the Adjutant 
General's Office transferring him to the retired IL^ and 
directing that transportation in kind to his home and 
commutation of subsistence during necessary travel be 
given him. Length of war service (both enlisted and 
commissioned) with the Amiy in the field, or with the 
M'avy or Marine Corps in active service (either as vol- 
nnteer or regular) during the War of the Rebellion, 
will be doubled in computing the thirty years necessary 
to entitle him to be retired, 

136. Uixm receipt of the order for retirement, the 
kfloldior's immediate commanding officer will fnmi.sh 

him with final statements, closing his accounts of iKiy, 
depodts, and all allowances other than those of travel, 
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as of the date of the receipt of the order: he will for- 
ward to the Adjutant General of the Array a descrip- 
tive list (in dnplieate), noting thereon the fact that 
final stilt eraenta have been given, the reenlistnient or 
tile eon tinuous service pay iier month for which the 
soldier waa last mustered, an<l his post -ofHc^ addr^^aafor 
the neict thirty days. The descriptiye list will b*?ar the 
soldier s signature, or, if he C4in not Avrite, a statement 
Uy that effect. The final statements and descriptive 
lists mnst state the date to which snbsisteoce has been 
furnished, also whether snlisistence while traveling 
home has heen fnmi sliced , and if so, for what date*. A 
dist^harge certificate will not be given, bnt the 8*ddier 
will be dropped from the rolls of hia command with 
appropriate exx^lanatory remarts. The Pay Depart- 
ment will l>e notified and fmnished with the soldier's 
signature, as in case of discharge, 

137. On the last day of every calendar month each 
retired enlisted man will rejiort to the Ad j utant General 
of the Army his jiost- office address. Blank forma for 
pergonal reports and x>ay acconntd, with official i>enalty 
envelopes, will be furnished retired enlisted men u^wu 
application to the Adjutant Genttral of the Army. 

138* The authorised i^ay and allowances of retired 
enlisted men will be paid them monthly by the Pay 
Department, Their pay wili he tliree- fourths of the 
m^onthly pay allowed them by law in the grade held 
when retired, including reenlisted and continuons- 
service pay then received ^ Xo detliictiun will lie made 
^cept the monthly tax of 1*2^ cents for s^tipixirt of the 
Soldiers* Home. Tliey are not entitled to commutation 
for fuel or quarters, but will ret*4?ive commut-ation for 
subsistence and clothing as follows :* 

For mjtbsiatence, — ^At the rate of 22| cents iter day. 

* A nwotbly ullotn^uicfi of fO.fiO It grmotfid Id lieu af fiutmatAOCQ uid ctotil- 
toff hf Artny Apf^ioprUtloD act Appta^al Mmrdi 10, 1800. 
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J-'nr rlothiHfj. — Three -fonrths of the average atitiw iI 
allowance ifri'scrilje*! in orders for an entire enlistment 
ill tlu* jrra'.le fnmi which retired, one -twelfth of such 
amount to 1h' i>aid monthly. The allowance of cloth- 
in;r to rhiff musicians is the same as that to qoarter- 
mit*t»T stT^eants. 

i:ii>. The Adjutant Greneral of the Army will furnish 
a d«*s<rii»tivt' list to each enlisted man on the retired 
list, wlio will forward the same at the end of each cal- 
endar month, with iwiy accounts signed in dnplicate, to 
sucli paynmsttT as the chief paj-master of the depart- 
ment iv which the soldier resides may designate. The 
IKiymaster will note the fact of i^ajTnent on the descrip- 
tive list. If the soldier can not write, his mark should 
iHi \\itness«»d by a commissioned officer, if practicable; 
other>\iso by s«)me well-known i)er8on, preferably the 
ixwtmaster of his place of residence. 

DISCHARGES. 

14;?. Discharge certificates will not be made in dupli- 
cate. UiK)n siitisf actory proof of the loss of a discharge, 
or of its destruction ^\^thout the fault of the XM^i*ty 
entitltMl to it, the War Department may issue to such 
party a certificate of service, showing date of enlistment 
in an<l discharge from the Army and character given 
f)n discharge certificate. Discharge certificates must 
not 1)0 forwarded to the War Department in corresjwnd- 
ence imless called for. 

144. In time of i)eace a soldier serving in the second 
year or first six months of the third yc^ar of his first 
enlistment may apply to the Adjutant General of the 
Army through military channels, for the privilege of 
purchasing his discharge, but such application wnll not 
be entertained unless based on satisfactory reiiscms fully 
Bet forth by the applicant and verified by the officcjr 
forwarding the application, nor unless accompanied by 
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a statement of the soldier's itnme<Iiate commanding' 
oflBcer showing the condition of bie at*.connte> If rugIi 
application Th^ granted, the purchase prica will he 
entered on the final (Statements as an item dne the 
tJnited States. A soldier once discharged hy pnr- 
cliaj?e will not he granted that favor a second time. 
A soldier serving in a second or any other enlistment, 
I alt not ret^eivin^ continnons service or reenlisted pay, 
m not del>arTei:l frt^m discharge by pnrchase. The 
price of puTclmse in the first month of the second 
year will he 8130, and will be §5 less in each ancceed- 
ing- month of the period during which pnrchase may 
be anthorized. 

145. Enlisted men who have served meritoriotialy 
twelve years or more, continnonsly or otherwisep will 
be classed as veteran soldiers. If it be for their ma* 
terial benefits discharge may be granted them by the 
Secretary of Wai* by way of favor as veterans. A 
soldier once discharged as a veteran will not be dJa^ 
charged again by vray of favor. 

146, Soldiers discharged as provided in paragraphs 
144 and 145 will not receive travel allowances* 

148. The cause of discharge and the soldier's age at 
date of enlistment wiU l>e stated in the l>ody of the 
diwharge eertiftcate. His character will be accnrately 
described at the bottom of the certificate, bnt if not 
snfQciently good to allow of his reenhstmentj the words 
**Ko objection to his reenlistment is known to exist" 
will be ersise*!. The words "Service honest and faith- 
fnl/' or *' Service not honest and faithful," as the case 
may be, will be entered under *' Remarks*' in the mili- 
tary record on the back of the discharge certificate, 
and will also be notM on the final statejnentB. 
company commander will, before submlttinff '" 
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charge certificate to the proper officer for Bignatnre, 
inform the soldier of the character he intends to g^ive 
him. Should the soldier feel that injustice will be 
done him thereby he may at once apply for redress to 
the ix)st commander, who will immediately convene a 
board of officers to determine the facts in the case, and 
will briefly note the finding of the board, if approved 
by him, on the discharge certificate. But in all cases 
where the company commander deems a soldier's serv- 
ices unfaithful, he should whenever practicable notify 
the soldier at least thirty days prior to discharge of the 
character which he intends to give, in order that the 
soldier may have ample opportunity to api ly for and 
be heard before the board. In such cases tl e proceed- 
ings of the board, showing all the facts pertinent to 
the inquiry, with the views of the intermediate com- 
manders indorsed thereon, will be transmitted for the 
consideration and action of the War Department. This 
board may be called upon the application of the i)ost or 
company commander, and if by the former the dex)art- 
ment commander shall appoint it. The character given 
by the company commander, also the character found 
by the board, will be noted on the muster roll. The 
officer who prepares the discharge will state thereon 
whether the man is mairied or unmarried, the number 
of his minor children, and, if discharged from a reen- 
listment, the number thereof. 

EXTRA AND SPECIAL DUTY. 

165. Enlisted men detailed by name on extra duty' 
under comi)etent authority at constant labor for not 
less than ten days, are entitled to receive extra-duty 
pay at the following rates : For services as mechanics, 
artisans, and school teachers, 50 cents per day; as 



bakers, according to paragraph 306| as overseers, clerks, 
teaiQst4?rs, laborers, ami for all otlier extra-duty aerv- 
kes, 3o cents per day. 

166. The detail of a woncouimisaioned officer on extra 
duty other than that of overseer will not be made with- 
out the approval of the Secretary of War. A noncom- 
misaioued officer will not be detailed on any duty in* 
consistent with kia rank and position in the military 
service, 

167, Konconuuissioned staff officers and enlisted men 
of the several staff departments will not be detailed 
on extra duty without authority from the Secretai-y of 
War. Tliey are not entitled to extra-duty pay for serv- 
ices rendered in their respective departments. 

16S. Company artificers, farriers, blacksmiths, sad* 
dlerij, and wagoners will not receive extra-duty pay 
nuless detailed on extra duty in the Quartermaster's 
Department, wholly disconnected from their com* 
pinies* 

109. Soldiers on extra duty will he paid the extra 
mtes of pay allowed by law for the duty performed 
and for the exact number of days employed^ and no 
greater number of men will be employed on extra duty 
at any time than can be jtaid the full legal rates for 
the time employed from the f uihIs provided. Payments 
made in violation of the above rules will be charged 
against the officers who ordered the details. 

170. Extra -duty men will attend the weekly and 
monthly inspections of their companies and as many 
daily driUs as practicable. Si>eciai'duty men, except 
noncommii^oned officers in charge of barracks or 
stables, the cixjks, and such clerks as are necessarily 
excused by commanding officers, will attend aU drills 
and inspections. 
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171. Extra-duty men will be held to such hours of 
labor as may be exi)edient and necessary; but, except 
in case of urgent public necessity, as in military opera- 
tions, eight hours will be considered a day's work. 
For all hours employed beyond that number the soldier 
will receive additional compensation — the extra hours 
being computed as fractions of a day of eight hours 
duration. 

SOLDIERS* HOME. 

173. An honest and faithful service of twenty years in 
the Army entitles a soldier to admission to the Soldiers' 
Home, Washington, D. C. 

174. When a soldier, by reason of long service, or 
disability contracted in the line of duty, desires to 
enter the Soldiers' Home, his company commander will 
so report, through military channels, to the Adjutant 
General of the Army, giving all the details necessary 
for a full understanding of the case, including the date 
of each enlistment, with company and regiment. If 
the soldier be physically disabled, the report will be 
accompanied by certificates of disability. The papers 
will be referred to the Board of Commissioners of the 
Home, and if, in its opinion, the soldier is entitled to 
become an inmate, the necessary authority will be 
given for his discharge at the place where he is serv- 
ing. He may then proceed to Washington and report 
to the Board of Commissioners for admission to the 
Home. 

175. Transportation to the Home will not be fur- 
nished except by authority of the Secretary of War, 
on the application of the Board of Commissioners ; and 
in such cases the officers who pay the accounts will 
be guided by the regulations governing the payment of 
accounts for transportation of persons procuring arti- 
ficial limbs, as prescribed in paragraphs 1467 to 1471, 
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inclusive, except that the accoimt will be referred to 
■ the Treasurer of the Soldiers' Home for repayment. 



HEDAUS OF HONOR AND CEETIFTCATES OF MGEIT. 

177. Medals of Honor, authomed by the At;t of Con- 
gress, approved March 3, 1803, are awarded to offi- 
cera and enlisted men in the name of The Congress, 
for particular deed a of most distinguished gallantry tn 
at.'tion. 

(1) In order that the Congressional Medal of Honor 
may be deserved, service must have been performed in 
at^tion of sncli a conspicnons character as to clearly di^^- 
tingiiish the man for gallantry aud intrepidity above 
bis comrades— service that involved extreme jeopardy 
of life or the perf onnance of extraordinarily hazardotia 
duty. Recommendations for the decoration will be 
judged by this standard of extraordinary merit, and 
incontestible proof of performance of the iervice wiU 
be ej^icted. 

(3) Soldiers of the Union have ever displayed bravery 
in battle, else victories conld not have been gained; but 
as courage and self-sacriiice are the characteristics of 
every true soldier, such a badge of distinction aa the 
Congressional Medal is not to be expected as the reward 
of condnct that does not clearly distinguish the soldier 
above other men, whose bravery and gallantry have 
been proved in battle. 

(S) Recommendations for medals on acconnt of serv- 
ices rendered in the Yolunteer Army during the late 
war, and in the Regular Amty previous to January 1^ 
1890, will, if practicable, be submitted by some person 
other than the proiiosed recipienti one who is personally 
familiar with all the facta and circumstances daimad 
as justifying the award, but the application may be 
made by the one claiming to have earned the decora- 
^tion, in which case it will be in the form of a deposition. 
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reciting a narrative description of the distinguished 
service performed. If official records are relied on as 
evidence proving the personal service, the reports of 
the action must be submitted or cited; but if these 
records are lacking the testimony must embrace that 
of one or more eyewitnesses, who, under oath, describe 
specifically the act or acts they saw, wherein the person 
recommended or applying clearly distinguished himself 
above his fellows for most distinguished gallantry in 
action. 

(4) Recommendations for medals on account of serv- 
ice rendered subsequent to January 1, 1890, will be 
made by the Commanding Officer at the time of the 
action or by an officer or soldier having personal cogni- 
zance of the act for which the badge of honor is claimed, 
and the recommendation will embrace a detailed re- 
cital of all the facts and circumstances. Certificates 
of officers or the affidavits of enlisted men who were 
eyewitnesses of the act will also be submitted if prac- 
ticable. 

(5) In cases that may arise for service performed 
hereafter, recommendations for award of medals must 
be forwarded within one year after the performance of 
the act for which the award is claimed. Commanding 
officers will thoroughly investigate all cases of recom- 
mendations for Congressional Medals arising in their 
commands, and indorse their opinion upon the papers, 
which will be forwarded to the Adjutant General of 
the Army through regular channels. 

178. When any enlisted man of the Army shall have 
distinguished himself in the service, the President may 
grant him a certificate of merit, on the recommenda- 
tion of the commanding officer of the regiment or chief 
of the corps to which such man belongs. 

179. Recommendations for a certificate of merit must 
originate with an eyewitness, preferably the immediate 
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commanding officer. Each case will he submitted sep- 
arately, forwarded through the regnlar channek, and 
mnst be favorably indorsed by each commander. 

180. Extra pay at the rate of ?3 per month, from the 
date of the distingnisihfHi Bervice, m allowed to each 
enlkted man to whom a certificate of merit is granted. 

ARMS. CLOTHING, ANO KQUtPMENTS. 

271. Chiefs of sqnads will he held responsible for the 
cleanliness of their men. Tliey will see that those who 
are to go on dnty put their aruLS, accontermenta and 
clothing in the beat order, and that snch as have passes 
leave the po?t in proper dxess. 

272. Soldiers will wear imif onn in c^mp or garrison 
and will not be permitted to keep other clothing in 
their possession. When on fatigne they will wear snit- 
able fatigue dress. 

273. The articles borne tipon the annnal price list of 
clothing, pnhlished in ordei's, iviU l>o considered the 
iinifoi-m, and no deviation tlierefrom will he allowed. 

274. Comjiany commanders mil see that all public 
property in the iiossession of enlisted men is kept in 
good order and that missing or damaged articles are 
duly accounted fun 

276. Enlisted men will not take their arms &part 
except by permijision of a commissioned officer. The 
mntilation of any part by filing or otherwise, and 
attempts t^ beantify or change the finish, are pro- 
hibited. Pieces wiU be unloaded before being taken to 
quarters or tents and as soon as the men tising them 
are relieved from duty unless otherwise ordered. The 
use of tompions in small arms is forbidden. (See Cir. 
26, A. G, O.. 1897.) 

277. The use of any dressing or polishing material on 
leather accouterments. equipments, or harness, except 
the preparations supplied by the Ordnance Department 
for that purpose, ib forbidden. 
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278. Equipments will be fitted to the men under the 
direction of an ofl&cer ; all other changes are prohibited. 

POST SCHOOLS. 

317. The instruction of enlisted men is a military 
duty. The post commander will detail an oflScer to 
conduct the post school. Instruction will be given by 
officers, assisted by teachers detailed from the enlisted 
men. Commanding officers are enjoined to personally 
aid and encourage those needing instruction, which 
will not be restricted to the elementary branches, but 
will extend to and include any subjects for which 
enlisted men under instruction may have an aptitude, 
or which they can pursue with advantage to themselves 
or to the service. In the absence of proper text-books 
instruction will be oral. Desks and other material 
needed in schoolrooms will be supplied by the quarter- 
master. 

318. School terms, aggregating not less than four 
months in each year, will be designated by the depart- 
ment commander, and sessions will be held daily, Satur- 
days and Sundays excepted. At the beginning of each 
term^ company commanders will furnish to the post 
commander a list of men needing or desiring instruction. 

SALUTES. 

396. When an enlisted man without arms passes an 
officer he salutes with the hand farthest from the 
officer. If mounted, he salutes with the right hand. 
Officers are saluted whether in uniform or not. 

397. An enlisted man, armed with the saber and out 
of ranks, salutes all officers with the saber if drawn; 
otherwise he salutes with the hand If on foot and 
armed with a rifle or carbine, he makes the rifle or 
carbine saiute. A mounted soldier dismounts before 
addressing an officer not mounted. 
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Sfl8. A Bonooramissionecl officer or private in command 
of a detachiuent withont arms salutes all officers with 
the hand, but if the detaohuieiit be on foot mul annecl 
with the rifle or earbine, he makes the rifle or carbm# J 
salute, and if armed with a saber, he salut<?s with it. S 

309* All enlisted mail, if seated, rises on the aivi)Totw:h 
of an officer, faces toward him and salutes. If stand- 
ings, he faces the officer far tlio same ptirpoee. If the 
jiarties remain in the same place, or on the same groiind, 
such compliments need not be repeated* Soldiers actu- 
ally at work do not cease work to salute an officey^ 
unless addressed by him. ^ 

400. An enlisted man makes the presi?ribod sjilut© 
with the weapon he is armed T.Hth, or if unarmed, 
whether covered or uncovered, with the hand, lief ore 
addressing an officer. He also makes the same salute 
after receiving a reply. 

401. Indoors, au unarmed enlisted man uncovers and 
stands at attention upon the approach of an officer ; he 
dties not salute unle^ he addresses or is addressed by 
the officer. If armed he salutes as heretofore pre- 
scribed without uncovering. ^ 

402. When an officer enters a room where there areS 
soMierB, the word ** Attention/' is given by some one 
who perceives him^, when all rise and remain standing 

in the position of a soldier until the officer leaves the 
room. Soldiers at meals do not rise. 

403. Soldiers at all times and in all situations jiay the 
samje compliments to officers of the Arniy, Kavy, and 
M^riiieSj to officers of volunteers and officers of the 
militia in the service of the United States, as to officer* j 
of their own regim^ents, corps, or arm of service. 
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828. Any male citizen of the United Btiites or person 
who has legally declared his intention to become a citi- 
zen if above the age of twenty-one and under tb« ae^ 
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of thirty-five years, able-bodied, free from disease, of 
good character and temperate habits, may be enlisted 
under the restrictions contained in this article. In 
regard to age or citizenship this regulation shall not 
apply to soldiers who have served honestly and faith- 
fully a previous enlistment in the Army. 

824. Applicants for original enlistment, and men who 
apply to reenter the Army after an interval of more 
than three months from date of discharge, will be re- 
quired to furnish evidence of good character. To deter- 
mine an applicant's fitness and aptitude for the service, 
and to give him an opportunity to secure testimonials of 
character, he may, after having signed the declaration 
of intention to enlist and passed the required examina- 
tion, be retained and provided for, not to exceed six days. 
Men so retained will be known as "recruits on proba- 
tion." The enlistment pai)er of any such recruit who 
may be unfit or undesirable for the service, or who may 
not desire to remain in the service, will not be com- 
pleted. The enlistment papers of recruits who are 
accepted and duly sworn will bear the date on which 
the enlistment is completed by administering the oath. 

825. The enlistment of persons of any of the following 
classes is prohibited : Former soldiers whose service 
during last term of enlistment was not honest and faith- 
ful, insane or intoxicated persons, deserters from the 
military or naval service of the United States, persons 
who have been convicted of felony or who have been 
imprisoned under sentence of a court in a reformatory, 
jail, or penitentiary ; also for original enlistment, per- 
sons under eighteen or over thirty-five years of age, and, 
for first enlistment in time of peace, any person (except 
an Indian) who is not a citizen of the United States, or 
who has not made legal declaration of his intention to 
become a citizen of the United States, or who can not 
speak, read, and write the English language. 




1373. Commutation of rations niay be alio wed at the 
foUowini^ rat«s, under the (^(mditious meutioiied, viz: 
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1. To acHildiaf nt tlidt^iin elusion of Lin furloiif^h, provfcleil that 

ou or bi'foro tin* Hat Uaiy tlmiruof Iw hm ru^Airtmt at ii ia 
l»rop4»r fltatlud or bad Iweii illscluirRcd ^ 

2. Tu fiurf^u&ii of tlifi injut in3uci>muimi<jiittl ilnir (nnef sulci I era 

»f?tm^ m such) on duty nt fortu and t^tatlcttifi vvhi^ro tlier« 

ura no olbpr truoiift,, .^^... . . __., 

a. TuftioLdler «u detoebed duty, H^tatinned ia a fU; ot towti 

wbera ffubalBtBiicB Is not furrjislied by t)ie GoVt5i*Eiinent_.„_- 

4> To ft aubiltr travuUng under orJi^rs from u [ilpift. ctr utatiou at 

whinb Ilia rMioDi4 buvo tuami rcs^^olftrly cdiu muted ^^_. 

fi, IPo (unlisted Tuen tnvvtflltjg iiuder orderi {wlHin, tli^ Jouni^y 
laij HMtbe irtiftormed la twoty-foiir buursatid itJuliniiTac- 
ticBtiiLe to carry ratiou» of any kind), m follows: 

Tii'rtiN tfiillited man tra,vflline alone __^_„ ._- ^ .- 

TcftWQflaUitedmoFi tmveliuK a* nde tar h mentor traveling 
u 0. gtt&rd to an iii§iane pationt or ml I itu rr pruoner, ettc Ji . 
Toao inrnno patient or iiillUary prlsoiier ti-BVi^Ung aiidtr 
giiiin] {?f Qa« or twti ealidtti'd loen, to bo paid, ob tb^ 
on1«^f ur the comiRAudlotT i^l^c'cr. In advanco lo, and to 
lie recfiiptf^d for lny, tbts fi^raoD to wbOM cbariKe tin* 
patjeut or mllitiury prjsoniai' it ctimmittod by tba Qi^er_. 
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1'X>RFK1TURKS AND DEDUCTIOKfe. 

tSftS. The ijaymaster will deduct from the pay of all' 
eoldlers 12^ cents per Tn<mth for the sixpiiort of the Sol- 
diers' Home, the same to l>o deduuted himouthly on the 
February, April, etc.* rolls. At the time of j^ajTiient 
he will also deduct the anthoriaed atoppii^es entered on 
the muster rolls, descrixitive lists, or final statements. 

1360, Retained pay will he forfeited for the followii 
causes: 

(1) Desertion. 

(2) When the s;oldier i« in confinement imder a gen 
eral court -martial sentence expressly impt^slng imi^rison- 
ment until or Ijeyond the expiration of his tenn : m^hen 
dischargCKl nnder «enteu€e of ijeneral court -martial ; 
when discharged hy order from the War Department 
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specifying forfeiture, or because of imprisonment by 
the civil authority. 

(3) When the soldier is discharged for minority con- 
cealed at enlistment, or for other cause involving fraud 
in enlistment, or for disability caused by his misconduct. 

(4) Upon the approved finding of a board of officers 
called under paragraph 148, that the soldier has not 
served honestly and faithfully to the date of discharge. 

The cause of forfeiture will be stated on the muster 
and paj'^ rolls and on the final statements of the soldier. 

CERTIFICATE OP MERIT. 

1370. A certificate of merit granted to an enlisted man 
for distinguished service entitles him, from the date 
of such service, to additional pay at the rate of $2.00 per 
month while in the Army, although such service may 
not be continuous. 

DEPOSITS. 

1371. Any enlisted man, not retired, may deposit his 
savings with any paymaster in sums not less than $5.00, 
the same to remain so deposited until final payment on 
discharge. The paymaster will furnish the depositor 
with a book, in which each deposit, with name of dejKJsi- 
tor, date, place, and amount, in words and figures, will 
will be entered in the form of a certificate, signed by the 
paymaster and company commander. The company 
commander will keep in the company record book an ac- 
count of every deposit made by the soldier. * * * 

1374. Paymasters will not pay deposits except on final 
statements. When they are not paid, the soldier should 
forward his deposit book or the evidence referred to in 
the preceding paragraph to the Paymaster General. 
Enlisted men should be informed of the importance of 
preserving deposit books as the only certain means of 
insuring prompt repayment. 
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1375. A solflier must ^raw his deposit when lie la dis- 
charged. He can then renew it after reenlistment, and 
¥rin be entitleil to interest from date of snch renewal « 
Failure to present the final statements for payment 
leayes the money without interest nntil drawn and 
again deposited. 

13TG. For any sum of not less than five dollars depos- 
ited for the x;eriod of ^ix months or longer* the Rcddaer, 
when discharged^ will he x'laid interest at the rate of 4 
per cent i>er annum to date of discharge. 

1377. On the deatli of a soldier, each deposit, %vith 
amount, date, place, and jjayinaster with whom depos- 
itedt will l>e noted in the inventory of his effects, and 
on the accompanying- final statement-s, with which his 
deposit book %Yill be filed, ^ 

1378. Both deposits and interest will be forfeited by w 
desertion, but are exempt from forfeiture by sentence of 
cotirt -martial and from liability for the soldier's debts. 

1370. The retained x>ay of enlisted men will he treated 
as deposits, to the extent that it draws interest from the 
end of the year of tlie enlistment in which retained. It 
is subject to forfeiture for any of the causes set forth 
in paragraph 13C9, and is carried to the credit of the 
stddier on his final statements, subject to deduction for 
, debts due tlie United States at the date of discharge. 



PAY OF DESKKTEBS. 






1380, An enlisted man charged with desertion will 

I not receive pay until his offense has been investigated 

' by a court-martial or be has been restr^red to duty 

without trial. 

L 1381. Every deserter forfeits all pay and allowances 

f due at the date of desertion. Stoppages ami forfeitures 

then due will he deducted f roui his arrears of jsay* and, 

if not so satisfied^ from pay due after apprehension. 
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The company commander vnll note upon the first mnft- 
tex" roll after apprehension all data necessary to a com 
plate settleuieut of tlie soldier's* acfx^nnt from the date of 
last ixiyuientt and will caiTy the account to sulieeqnent 
rolls until the settlement is made, ^o ftettlement of the 
pay a{^connt of any enlish^d man will be miule on the 
rolls until fiiififtcient pay sliall have accrued to satisfy 
all dwes to the United States and pay a balance to the 
soldier. The reqnired dat-v will include date of last 
payment^ desertion, and aiiprehenaion, credits at date 
of desertion on account of clothing, unsatisfied forfeit- 
ures under prior sentences, and dues to the United 
SUtes at date 6f desertion on account of clothing, sub- 
sistence, ordnance, etc. If, while absent in desertion, 
he illegally enlisted in another organisation, the date of 
last payment in such enlistment and all stopimge dne 
the United States at date of snrrender or apprehension 
will be stated. 
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PAYMENT OF mSCHARGED SOLDIERS, 

13S&. Discharged soldiers will be paid on final state- 
ments prepared in duplicate and f umii^hed to theia l>y 
their com^>any or detachment commanders. Payment 
will be made only on presentation of both copies. 
Except %vhen notified as prescribed in iiaragraph 150, 
paymasters will not iiay discharged soldiei's unless other- 
wise satisfied of the genuineness of the discharge papers 
and the identity of the claimants. 

1385. Traveling allowances to discharged soldiers are 
computed by taking the distam^e in miles by the short- 
est usually traveled route from phice of discharge to 
that of enlistment, nnd allowing one day's j»ay, and snli- 
sistence at the rate of 30 cents, for every 20 miles of 
travel. If hi the computation there remains a fraction 
of 10 miles or more, it will be rtckoned as a full day : If 
less, it will not be considered. If transportation has 
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been f nmiahed for any part of the tlistancei that part 
will l)ts t*xcIiHLletl from the foiuxjutiitioii of travel jiay, 
Imt suhsistetice for the full distiiiico will bij allowtnl. 

1386, An enlisted man dischargeit f< »r minority con- 
cealed at enliMtiueni, or for other e^mse involving fraud 
on hin part m tbe enlistment, is not entitled to pay and 
allowances, including those for travel, and wlU not 
receive final statements unless deposits or detained pay 
are dne him, in which case final statements containing 
only a list of Lis deposits or the amount of detained pay 
will be furnished. 

1387* Eecmits are entitled to pay and allowaticea 
when discharged on certificates of disability. When 
discharged for any cause involving fraud on their liart 
at enlistment, paragraph 1S88 wiQ govern. 



BADGES, ETC. 

1551, Officers and enlisted men who, in their own 
right or by right of inheritance^, are members of mili- 
tary societies of men who served in the armie^a and 
navies of the United States in the War of the Revolu- 
tion, the War of 1813, the Mexican War, and the War 
of the Rebellion, or are members of the Eegnlar Army 
and Navy Union of the United States, may wear on all 
oocasions of ceremony, when full dress is retpiired, the 
distinctive badges adopted by snch societies^-badges to 
lie worn on the left breast of the ctiat sm^pended by a 
nblK>n from a bar of metal i^asseil through their upper 
ends, and tops of the riblxms forming a horizontal line, 
the outer end ot which will l>e from three to four inches 
below the top of the shoulder according to height of 
wearer- Medals of honor and the several distinctive 
marks given for excellence in rifie practice may nl^i be 
wnm in the saitio manner by oflicersi and enlisted men 
ni>»>n all occasions of ceremony. Insignia '* buttons" 
wiU not be wonu ■ 
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EXAMINATION OF ENLISTED MEN FOR 
PROMOTION. 

(Kxtracts fmrn G. O. 79, A. G. 0., 1892.) 



Tlio preliminary examination will embrace the fol- 
lowing subjtvts : 

1. Englisli grammar, including orthography, reading, 
iuul writing from oral dictation. 

i. Mathematics, including arithmetic, algebra, to in- 
clude the solution of equations of the first degree con- 
taining one unknown quantity, the use of logarithms, 
the elements of plane geometry, x>lane trigonometry and 
surveying. 

3. GiH^gi*'aphy» i>i\rticularly in reference to the United 
States and North America. 

4. The o^itlines of general history, and i)articularly 
the history of the United States, 

5. The Constitution of the United States and the or- 
ganiziition of the Government under it, and the ele- 
ments of international law. 

6. Army regulations and the drill regulations of the 
arm from which he is selected. The examination in 
drill regulations w411 be practical, extending through 
the schools of the soldier, squad, and platoon, and shall 
take place on the parade ground in the presence of the 
board. 

7. Tlie military record of the candidates as certified 
to by their company, post, and regimental commanders. 

8. Physical aptitude as determined by the medical 
exapiination ; proficiency in athletics, skill in field 
sports, etc. 

9. Moral character and civil record as verified by the 
investigations of the board. 

In awarding marks the board will give to each sub- 
ject in the examination the relative weight given in the 
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following example. The weight to be given to each 
question will be determined by its importance, and will 
be set opposite the question in the papers furnished the 
candidates : 

Example. 

1. English grammar, orthography, etc 100 

2. Mathematics 200 

3. Geography 100 

4. History . 100 

5. Constitution and international law 100 

6. Army and drill regulations and military capacity and aptitude as 

determined therefrom 200 

7. Military record 100 

8. Physique 100 

9. Moral character and antecedents 200 

1,200 

The duty of making the preliminary examination of 
applicants is one involving, in a high degree, the wel- 
fare and character of the service, and all officers of de- 
partmental boards are enjoined to exercise the utmost 
circumspection and care, not only that no unworthy 
applicant be recommended, but also that the most 
worthy shall be recommended. All statements and cer- 
tificates as to moral character, general aptitude and 
fitness, should be carefully verified by disinterested 
evidence. 

Separate records will be submitted in each case to the 
department commander, who will foi-ward them, with 
all papers presented in relation to the applicant, to the 
Adjutant General of the Army. 

COMPETITIVE EXAMINATION. 

Ill . . A board to consist of five commissioned officers 
(including two medical officers, whose duties will be con- 
fined to inquiring into and reporting upon the physical 
qualifications of the awpl''^ ■^'*'* *^ mnvftrLed^ \s^ ^Jcj^* 
War Departny^ 
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on the tst of September of each year, commencing with 
1893, to conduct the final competitive examination of 
the applicants who have snccessfnlly iKissed the dei)art- 
mental ]x>ards, in conformity with the following regu- 
lations : 

rV- -Every ax)plicant will be subjected to a rigid 
physical examination, and if there is found to exist any 
cause of disqualification to such a degree as might in 
the future impair his efficiency as an officer in the Army, 
he will be rejected. Examination as to physical quali- 
fications shall conform to the standard required of 
recruits, and shall include a certificate of physical exam- 
ination by the medical officers of the board to accomp- 
any the proceedings of the board. 

The board being satisfied as to these preliminary 
I)oints will proceed to examine each candidate sei)arately 
in the following subjects: 

1. English grammar, including orthography, reading, 
and writing from oral dictation. 

2. Mathematics, including aritlunetic, algebra, to in- 
clude the solution of equations of the first degree con- 
taining one unknown quantity, the use of logarithms, 
the elements of plane geometry, plane trigonometry and 
surveying. 

3. Geography, i)articularly in reference to the United 
States and North America. 

4. The outlines of general history, and particularly 
the histf^ry of the United States. 

5. The Constitution of the United States and the 
organization of the Government under it, and the 
elem(;iits of international law. 

).6. Army regulations and the drill regulations of the 
arm from which the candidate is selected. The exami- 
nation in drill regulations will be practical, extending 
through the school of the soldier, squad, and platoon, 
and shah take place on the parade ground in the presence 
of the board. 



37 



7. The military records of the candidates as certified 
to by their company, jwst, and regimental commanders. 

8. Physical aptitude, as determined by the medical 
examination; proficiency in athletics, skill in field 
sports, etc. 

9. Moral character and civil record as verified after 
a thorough investigation by the board. 

In awarding marks the board will give to each sub- 
ject in the examination the relative weight given in 
the form following below. The general average of the 
candidate will be computed as follows: Mark each 
question according to its relative weight and reduce 
the aggregate of marks thus obtained in each subject 
to a scale of 100. The result will give the average of 
proficiency in the subject. Multiply the average in 
each subject by the number indicating the relative 
weight of the subject and divide the sum of the pro- 
ducts by the sum of the relative weights, the quotient 
will be the general average. No candidate will be 
passed by the board who shall not have attained an 
average of 65 per cent in each subject of examination 
and a general average of at least 70 -per cent. 

Example. 



No. 



Subject. 



Aver- 
age. 



Belative 
weights. 



Prodacts 
of multipli- 
cation by 
relative 
weights. 



English grammer, etc 

Mathematics 

(Geography 

History 

Constitution and international law 

Army and drill regulations, etc 

Mititary record 

Physique 

Moral character and antecedents .. 



246 
304 
160 
219 
134 
225 
160 
225 
255 
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V.-When the board shall have examined and passed 
upon all the applicants, it will prepare a tabulated state- 
ment showing the order of their relative merit as devel 
oped by the examination, and forward the proceedings, 
with all papers pertaining thereto, to the Adjutant 
General. (See G. O. 32 and 148 of 1899 and G. O. 53 of 
1900.) 



EXTRACTS FROM THE ARTICLES OF WAR. 

(Relating to enlisted men.) 



Sec. 1342. The armies of the United States shall be 
governed by the following rules and articles. The 
word officer, as used therein, shall be understood to 
designate commissioned officers ; the word soldier shall 
be understood to include noncommissioned officers, 
musicians, artificers, and privates, and other enlisted 
men, and the convictions mentioned therein shall be 
understood to be convictions by court-martial. 

ARTICLES TO BE READ TO RECRUITS. 

Art. 2. These rules and articles shall be read to every 
enlisted man at the time of, or within six days after, his 
enlistment, and he shall thereupon take an oath or 
affirmation in the following form: "I, A. B., do sol- 
emnly swear (or affirm) that I vnll bear true faith and 
allegiance to the United States of America ; that I will 
serve them honestly and faithfully against all their 
enemies whomsoever ; and that I vnll obey the orders 
of the President of the United States, and the orders 
of the officers appointed over me, according to the rules 
and articles of war. " This oath may be taken before 
any commissioned officer of the Army. 
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DISCHARGES. 

Art. 4 No enlisted man, duly sworn, shall be dis- 
charged from the service without a discharge in writ- 
ing, signed by a field officer of the regiment to which 
he belongs, or by the conmianding officer, when no field 
officer is present ; and no discharge shall be given to any 
enlisted man before his term of service has expired, 
except by the order of the President, the Secretary of 
War, the conmianding officer of a department, or by 
sentence of a general court-martial. 

FURLOUGHS. 

Art. 11. Every officer commanding a regiment or an 
independent troop, battery, or company, not in the 
field, may, when actually quartered with such com- 
mand, grant furloughs to the enlisted men in such 
numbers and for such time as he shall deem consistent 
with the good of the service. Every officer command- 
ing a regiment, or an independent troop, battery, or 
company, in the field, may grant furloughs not exceed- 
ing thirty days at one time, to five per centum of the 
enlisted men, for good conduct in the line of duty, but 
subject to the approval of the commander of the forces 
of which said enlisted men form a part. Every com- 
pany officer of a regiment commanding any troop, bat- 
tery, or company not in the field, or commanding in any 
garrison, fort, post, or barrack, may, in the absence of 
his field officer, grant furloughs to the enlisted men for 
a time not exceeding twenty days in six months and 
not to more than two jxersons to be absent at the same 
time. 

WASTING AMMUNITION. 

Art. 16. Any enlisted man who sells, or wilfully or 
through neglect wastes the ammunition delivered out to 
him, shall be punished as a court-martial may direct. 
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LOSma OR SPOILING ACCOUTERMENTS, ETC. 

Art. 17. Any soldier who sells or through neglect 
loses or spoils his horse, arms, clothing, or accouter- 
ments shall be punished as a court-martial may adjudge, 
subject to such limitation as may be prescribed by the 
President by virtue of the power vested in him. — [G. 
O. 57, 1892.] 

DISRESPECTFUL WORDS AGAINST THE PRESIDENT, ETC. 

Art. 19. Any officer who uses contemptuous or disre- 
spectful words against the President, the Vice-Presi- 
dent, the Congress of the United States, or the chief 
magistrate or legislature of any of the United States 
in which he is quartered, shall be dismissed from the 
service, or otherwise punished, as a court-martial may 
direct. Any soldier who so offends shall be punished 
as a court-martial may direct. 

DISRESPECT toward COMMANDING OFFICER. 

Art. 20. Any officer or soldier who behaves himself 
with disresi)ect toward his commanding officer shall be 
punished as a court-martial may direct. 

STRIKING A.SUPERIOR OFFICER. 

Art. 31. Any officer or soldier who, on any pretense 
whatsoever, strikes his superior officer, or draws or lifts 
up any weapon, or offers any violence against him, 
being in the execution of his office, or disobeys any 
lawful command of his superior officer, shall suffer 
death, or such other punishment as a court-martial 
may direct. 

MUTINY. 

Art. 22. Any officer or soldier who begins, excites, 
causes, or joins in any mutiny or sedition, in any troop, 
battery, company, party, post, detachment, or guard 
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shall suffer death, or such other ptmishment as a court- 
martial may direct. 

QUARRELS AND FRAYS. 

Art. 24. All officers, of what condition soever, have 
power to i>art and quell all quarrels, frays, and disord- 
ers, whether among i)ersons belonging to his own or to 
another corps, regiment, troop, battery, or company, 
and to order officers into arrest, and noncommissioned 
officers and soldiers into confinement, who take part in 
the same, until their proper sui)erior officer is acquainted 
therewith. And whosoever, being so ordered, refuses 
to obey such officer or nonconmiissioned officer, or- 
draws a weapon upon him, shall be punished as a court- 
martial may direct. 

REPROACHFUL OR PROVOKING SPEECHES. 

Art. 25. No officer or soldier shall use any reproach- 
ful or provoking speeches or gestures to another. Any 
officer who so offends shall be put in arrest. Any soldier 
who so offends shall be confined and required to ask 
pardon of the party offended, in the presence of his 
commanding officer. 

CHALLENGES TO FIGHT DLTILS. 

Art. 26. No officer or soldier shall send a challenge 
to another officer or soldier to fight a duel, or accept a 
challenge so sent. Any officer who so offends shall be 
dismissed from the service. Any soldier who so offends 
shall suffer such corporal punishment as a court-martial 
may direct. 

ALLOWING PERSONS TO GO OUT AND FIGHT; SECONDS 
AND PROMOTERS. 

Art. 27. Any officer or noncommissioned offic 
commanding a guard, who, knowingly and willii 
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suffers any person to go forth to fight a duel, shall be 
punished as a challenger; and all seconds or promoters 
of duels, and carriers of challenges to fight duels, shall 
be deemed principals, and punished accordingly. It 
shall be the duty of any officer commanding an army, 
regiment, troop, battery, company, post, or detachment, 
who knows or has reason to believe that a challenge has 
been given or accepted by any officer or enlisted man 
under his command, immediately to arrest the offender 
and bring him to trial. 

UPBRAIDING ANOTHER FOR REFUSING CHALLENGE. 

Art. 38. Any officer or soldier who upbraids another 
officer or soldier for refusing a challenge shall himself 
be punished as a challenger ; and all officers and soldiers 
are hereby discharged from any disgrace or opinion of 
disadvantage which might arise from their ha^ang 
refused to accept challenges, as they will only have acted 
in obedience to the law, and have done their duty as 
good soldiers, who subject themselves to discipline. 

WRONGS TO SOLDIERS, REDRESS OF. 

Art. 30. Any soldier who thinks himself wronged by 
any officer may complain to the commanding officer of 
his regiment, who shall summon a regimental court- 
martial for the doing of justice to the complainant. 
Either party may appeal from such regimental court- 
martial to a general court-martial ; but if, upon such 
second hearing, the appeal appears to be groundless and 
vexatious, the party appealing shall be punished at the 
discretion of said general court-martial. 

LYING OUT OF QUARTERS. 

Art. 31. Any officer or soldier who lies out of his 
quarters, garrison, or camp, without leave from his 
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' superior officer, shall be punished as a conrt-martial 
may direct. 

SOLDIERS ABSENT WITHOUT LEAVE. 

Art. 32. Any soldier who absents himself from his 
troop, batterj% company, or detachment without leave 
from his commanding officer, shall be punished as a 
court-martial may direct. 

ABSENCE FROM PARADE WITHOUT LEA^'E. 

Art. 33. Any officer or soldier who fails, except when 
prevented by sickness or other necessity, to repair, at 
the fixed time, to the place of parade, exeicise, or other 
rendezvous appointed by his commanding officer, or 
goes from the same, without leave froii^his command- 
ing officer, before he is dismissed or relieved, shall be 
punished as a court-martial may direct. 

ONE MILE FROM CAMP WITHOUT LEAVE. 

Art. 34. Any soldier who is found one mile from 
camp, without leave in ^^^^ting from his commanding 
officer, shall be punished as a court-martial may direct. 

FAILING TO RETIRE AT RETREAT. 

Art. 35. Any soldier who fails to retire to his quar- 
ters or tent at the beating of retreat shall bo punished 
according to the nature of his offense. 

HIRINU DUT\i 

Art. 36. No soldier belonging to any regiment, troop, 
batterj', or company shall hire another to do his duty 
for him, or be excused from duty, except in cases of 
sickness, disability, or leave of absence. Every such 
soldier found guilty of hiring his duty, and the i>erson 
so hired to do another's duty, shall be punished as a 
court-martial may direct. 
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CONNIVINa AT HnilNa DUTY. 

Art. 37. Every noncommissioned officer who con- 
nives at such hiring of duty shall be reduced. Every 
officer who knows and allows such practices shall be 
punished as a court-martial may direct. 

DRUNK ON DUTY. 

Art. 38. Any officer who is found drunk on his guard, 
party, or other duty, shall be dismissed from the service. 
Any soldier who so offends shall suffer such punish- 
ment as a court-martial may direct. No court-martial 
shall sentence any soldier to be branded, marked, or 
tattooed. 

SENTINEL SLEEPINa ON POST. 

Art. 39. Any sentinel who is found sleeping upon his 
post, or who leaves it before he is regularly relieved, 
shall suffer death, or such other punishment as a court- 
martial may direct. 

QUITTING aUARD, ETC., WITHOUT LEAVE. 

Art. 40. Any officer or soldier who quits his guard, 
platoon, or division, without leave from his superior 
officer, except in a case of urgent necessity, shall be 
punished as a court-martial may direct. 

MISBEHAVIOR BEFORE THE ENEMY, COWARDICE, ETC. 

Art. 42. Any office or soldier who misbehaves him- 
self before the enemy, runs away, or shamefully aban- 
dons any fort, post, or guard, which he is commanded 
to defend, or speaks words inducing others to do the 
like, or casts away his arms or ammunition, or quits 
his post or colors to plunder or pillage, shall suffer 
death, or such other punishment as a court-martial may 
direct. 
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COMPELLING A SURRENDER. 

Art. 43. If any commander of any garrison, fortress, 
or i)ost is compelled, by the officers and soldiers under 
his command, to give up to the enemy or to abandon it, 
the officers or soldiers so offending shall suffer death, or 
such other punishment as a court-martial may direct. 

DISCLOSING WATCHWORD. 

Art. 44 Any person belonging to the armies of the 
United States who makes known the watchword to any 
person not entitled to receive it, according to the rules 
and discipline of war, or presumes to give a parole or 
watchword different from that which he received, shall 
suffer death, or such other punishment as a court- 
martial may direct. 

RELIEVING THE ENEMY. 

Art. 45. Whosoever relieves the enemy with money, 
victuals, or ammunition, or knowingly harbors or pro- 
tects an enemy, shall suffer death, or such other punish- 
ment as a court-martial may direct. 

CORRESPONDING WITH THE ENEMY. 

Art. 46. Whosoever holds correspondence with, or 
gives intelligence to, the enemy, either directly or indi- 
rectly, shall suffer death, or such other punishment as 
a court-martial may direct. 

DESERTION. 

Art. 47. Any officer or soldier who, having received 
X)ay, or having been duly enlisted in the service of the 
United States, deserts the siune, shall, in time of war, 
suffer death, or such other pimishment as a court- 
martial may direct ; and in time of i)eace, any punish 
ment, excepting death, which a court-martial may 
direct 
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DESERTER SHALL SERVE FULL TERM. 

Art. 48. Every soldier who deserts the service of the 
United States shall be liable to serve for such period as 
shall, with the time he may have served previous to his 
desertion, amount to the full term of his enlistment; 
and such soldier shall be tried by a court-martial and 
punished, although the term of his enlistment may 
have elapsed previous to his being apprehended and 
tried. 

ENLISTING IN OTHER REGIMENT WITHOUT DISCHARGE. 

Art. 50. No noncommissioned officer or soldier shall 
enlist himself in any other regiment, troop, or company, 
without a regular discharge from the regiment, troop, 
or company in which he last served, on a penalty of 
being reputed a deserter, and suffering accordingly. And 
in case any officer shall knowingly receive and entertain 
such noncommissioned officer or soldier, or shall not, 
after his being discovered to be a deserter, immediately 
confine him and give notice thereof to the corps in 
which he last served, the said officer shall, by a court- 
martial, be cashiered. 

ADVISING to desert. 

Art. 51. Any officer or soldier who advises or per- 
suades any other officer or soldier to desert the service 
of the United States, shall, in time of war, suffer death, 
or such other punishment as a court-martial may direct ; 
and, in time of peace, any punishment, excepting death, 
which a court-martial may direct. 

MISCONDUCT at DIVINE SERVICE. 

Art. 52. It is earnestly recommened to all officers 
and soldiers diligently to attend divine service. Any 
officer who behaves indecently or iiTeverently at any 
place of divine worship shall be brought before a general 
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court-martial, there to be publicly and severely repri- 
manded by the president thereof. Any soldier who so 
offends shall, for his first offense, forfeit one-sixth of a 
dollar ; for each further offense he shall forfeit a like snm 
and shall be confined twenty-four hours. The money 
so forfeited shall be deducted from his next pay, and 
shall be applied, by the captain or senior officer of his 
troop, battery, or company, to the use of the sick 
soldiers of the same. 

PROPANE OATHS. 

Art. 53. Any officer who uses any profane oath or exe- 
cration shall, for each offense, forfeit and pay one dol- 
lar. Any soldier who so offends shall incur the iHtn- 
altles provided in the preceding article ; and all moneys 
forfeited for such offenses shall l>e applied as therein 
provided. 

WASTE OR SPOIL, AND DESTRUCTION OF PROI>ERTY 
WITHOUT ORDERS. 

Art. 55. All officers and soldiers are to behave them- 
selves orderly in quarters and on the march ; and who- 
ever commits any waste or siKjil, either in walks or 
trees, parks, warrens, fish ponds, houses, gardens, grain 
fields, inclosures, or meadows, or maliciously destroys 
any property whatsoever belonging to inhabitants of the 
United States (unless by order of a general officer com- 
manding a separate army in the field), shall, l)esides 
such i)enalties as he may be liable to by law, be pun- 
ished as a court-martial may direct. 

VIOLENCE TO PERSONS BRINGING PROVISIONS. 

Art. 56. Any officer or soldier who does violence to 
any iHjrson bringing provisions or other necessaries to 
the camp, garrison, or qp<» " *«lvul^ of the 
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United States in foreign parts, shall suffer death, or 
snch other punishment as a court-martial may direct. 

FORCING A SAFEGUARD. 

Art. 57. Whosoever, belonging to the armies of the 
United States in foreign parts, or at any place within 
the United States or their Territories during rebellion 
against the supreme authority of the United States, 
forces a safeguard, shall suffer death. 

CERTAIN CRIMES DURING REBELLION. 

Art. 68. In time of war, insurrection, or rebellion, lar- 
ceny, robbery, burglary, arson, mayhem, manslaughter, 
murder, assault and battery with an intent to kill, 
wounding, by shooting or stabbing, with an intent to 
commit murder, rape, or assault and battery with an 
intent to commit rape, shall be punishable by the sen- 
tence of a general court-martial, when committed by 
persons in the military service of the United States, and 
the punishment in any such case shall not be less than 
the punishment provided, for the like offense, by the 
laws of the State, Territory, or district in which such 
offense may have been committed. 

orFKNDRRS TO BE DELIVERED UP TO CIVIL MAGISTRATE. 

Art. 59. When any officer or soldier is accused of a 
cnpital crime, or of any offense against the person or 
property of any citizen of any of the United States, which 
in punishable by the laws of the land, the commanding 
officer, and the officers of the regiment, troop, battery, 
company, or detachment to which the person so accused 
lielongs, are required, except in time of war, upon appli- 
cation duly made by or in behalf of the party injured, 
to use their utmost endeavors to deliver him over to the 
civil magistrate, and to aid the officers of justice in 
apprehending and securing him, in order to bring him 



to trial. If npon Buch application, any officer refuses or 
wilfully neglects, except in time of war, to deliver over 
such accused i>er8on to the eivil magiMrates, or t^ aid 
the oflacers of justice in apprehending^ him, he shall be 
dismissed from the seryice. 

C£RTA1N CRIMES OE FRAUD AQAINST THE UKITED STATES. 

Art. 00. Any perfion in the military service of the 
United States who makes or causes to he made uny olaim 
against the United States or any officer thereof, kuowing 
fiuch claim to be false or fraudulent i or 

Who presents or causes to be presented to any person 
lu the civil or military service thereof, for approval or 
payment, any claim against the United States or any 
officer thereof, Imowing such claim to be false or fraud- 
ulent: or 

Who enters into any agreement or conspiracy to 
defraud the L nited Statei by obtaining, or aiding: others 
to obtain, the allowance or imyment of any false or 
fraudulent claim : or 

Who, for the purpose of obtaining-, or aiding others 
to obtain, the appro vaJ. allowance, or jjayment of any 
claim against the United States or gainst any officer 
thereof, makes or uses, or procures or advises the mak- 
ing or use of, any writing, or other pajjer^ knowing- th^^ 
same to contain any falsa or fraudulent statement; or 

Who, for the purpose of obtaining or aiding others to 
obtain, the approval, aUowance, or i>ayment of any 
claim against the United States or any officer thereof, 
makes, or procures or advises the making of, any oath 
to any fact, or to any writing or other |>aper. knowing 
such oath to be false ; or 

Wlio, for the pnrpoee of obtaining, or aiding others to 
obtain, the approval* aUowance, or payment of any 
claim against the United States or any officer * leiaof. 
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forjrt's or counterfeits, or procnres or advises the targ- 
inir i »T oonnterf eiting of, any signatnre upon any writ- 
in;L: « ir < ither i>ai)er. or uses, or procures or advises the 
the use « »f , any such signature, knowing the same to be 
frirged or counterfeited : or 

Wh«». havini; charge, possession, custody or control of 
iiTiy monoy « .r « .ther property of the United States^ fnr- 
ni>ht.«l <..r iutt-nded for the military service thereof, 
kno\vingly delivers, or causes, to be delivered, to any 
l>ers< m having authority to receive the same, any amonnt 
therL'of loss than that for which he receives a certificate 
« ir TLVeipt ; or 

Wln). bt-ing authorized to make or deliver any papei 
certifying the receipt of any property of the United 
States, furnished or intended for the military service 
thtTt'j »f , makes, or delivers to any person, such writing, 
Anthout having full knowledge of the truth of the state- 
ments therein contained, and ^vith intent to defrand the 
United States ; or 

Who steals, embezzles, knowingly and wilfully mis- 
appropriates, applies to his ovm use or benefit, or wrong- 
fully or knowingly sells or dis]X)ses of any ordnance, 
arms, equipments, ammunition, clothing, subsistence 
stores, money, or other property of the United States, 
furnished or intended for the military ser\'ice thereof ; or 

Who knowingly purchases, or receives in pledge for 
any obligation or indebtedness, from any soldier, officer, 
or other person who is a part of or employed in said forces 
or service, any ordnance, arms, equipments, ammtmi- 
tion, clothing, subsistence stores, or other projierty of 
the United States, such soldier, officer, or other x)erson 
not having lawful right to sell or pledge the same, 

Shall, on conviction thereof, be punished by fine or 
imprisonment, or by such other pimishment as a court- 
martial may adjudge. And if any person, being guilty 
of anyjof the offenses aforesaid, while in the military 
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Beryice of tha United States, receives bis discharge, or 
ia dismissed from tlie service, lie shall continue to be 
liable to be arrested and beld for trial and sentence by 
a cotirt' martial, in the same manner and to the same 
extent as if he had not received Budi discharge nor been 
dismissed. 

CKIMES AND BISORDEKS TO PREJUDICE OF MIUTABY DIS- 
CIPLINE. 

Akt. Q3. am crimes not capital, and aH disorders and 
neglects, which officers and soldiers may be guilty of, 
to the pTeJndice of good order and military discipline, 
thongh not mentioned in the foregoing articles of war, 
are to be taken cognisance of by a general, or a regi- 
mental, garrison or a field-officers* court-martial, accord* 
ing to the iiatm^ and degree of the offense, and pun- 
ished at the discretion of such court. 

Sec. 3. That fraudulent enhstment, and the receipt of 
any pay or allowance thereunder, is hereby declared a 
military offense and made punishable by court-martial, 
nndertheSixty second Article of War.— [G< 0.57, 1892.] 

ALL TROOPS SUBJECT TO AET1CLE8 OF WJLR. 

Art. 64. The officers and soldiers of any troopsj 
whether militia or others, m^ustered and in pay of the 
United States, shall, at all times and in all places, be 
governed by the articles of war, and shall be subject to 
be tried by court-martials 

SOLDIERS ACCUSED OP CRIME. 

Art. 66. Soldiers charged with crime shall be con- 
fined until tried by court-martial, or released by proper 
authority. 

DURATION OP CONPmEMENT. I 

Art, hi Ko officer or soldier put in an-est shall be 
:itinued in confinement more than eight days, or until 
Buch time as a court-martial can ba aRflerubled. 



i 
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CHALLENGES BY PRISONER. 

Art. sn. Members of a conrt -martial may be chal- 
lenged by a prisoner, bnt only for cause stated to the 
court. The court shall determine the releTancy and 
validity thereof, and shall not receive a challenge to 
more than one member at a time. 

PRISONER STA>T)IXG MUTE. 

Art. 89. Wlien a prisoner, arraigned before a general 
court-martial, from obstinacy and deliberate design, 
stands mute, or answers foreign to the "pxxrpose, the 
court may proceed to trial and judgment, as if the piris- 
omiT had i)leaded not guilty. 

JL'bGE ADV<:»CATE, PROSECUTOR, AXD COUNSEL FOB 
PRISONER. 

Art. 90. The judge advocate, or some person deputed 
by liim, or by the general or officer commanding the 
Army, detachment, or garrison, shall prosecute in the 
name of the United States ; but when the prisoner has 
made his i)lea, he shall so far consider himself cotinsel 
for the prisoner as to object to any leading question to 
any of the witnesses, and to any question to the prisoner, 
the answer to which might tend to criminate himself. 

CONTINU.\XCES. 

Art. 93. A court-martial shall, for reasonable cause, 
grant a continuance to either party, for such time, and 
jis often, as may appear to be just : Provided, That if 
the i)risoner be in close confinement, the trial shall not 
be delayed for a i)eriod longer than sixty days. 

FLOGGING. 

Art. 98. No person in the military service shall be 
punished by flogging, or by branding, marking or tat- 
tooing on the body. 
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NO PEBSOH TBIED TWICE FOR SAME, ETC. 

Akt. 103* K'o xversoB BhM l^e tried a second time for 
the eame offen&e. 

LUnTATlON OF TIME OF PEOSECUTION. 

Akt. 103. No person shall bo liable to be tried and 
punished by a general court-martial for any offense 
which appears to have been committed more than two 
yoarB before the issuing of the order for auch trial, 
unless by reason of havings absented him&elf , or of some 
other manifest impediment, he Hhall not have been 
amenable to jnstice within that period. 

■* No person shall be tried or punished by a conrt- 
martial for desertion in time of peace and not in the 
face of an ^nemy, committed more than two years before 
the arraigom^ent of such person for such offense, nnleiss 
he shall meanwhile have absonted himself from the 
United States, in which case the time of his absence 
shall be excluded in computing the period of the limita- 
tion: Promded, That said limitation shall not begin 
until the end of the term for which said person was 
mustered into the service." — [Act approved April 11, 

PAHTY ENTITLED TO A COPY. 

Art. 114, Every party tried by a general court-mar- 
tial shall ( upon demand thereof, made by himself or by 
any person in bis behalf, be entitled to a copy of the 
proceedings and sentence of snch coort. 

DECEABBD SOLDIER'S EFFECTS. 

Abt. 126, In case of the death of any soldier, the cum- 
nianding officer of bis trc»op, battery, or company shall 
immediately eecure all his effects, then in camp or quar- 
ter« « *^f\ presence of two other officers, 
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make an inventory thereof, which he shall transmit to 
the office of the Department of War. 

EFFECTS OF DECEASED OFFICERS AND SOLDIERS TO BE 
ACCOUNTED FOR. 

Art. 127. Officers charged with th a care of the effects of 
deceased officers or soldiers shall account for and deliver 
the same, or the proceeds thereof, to the legal representa- 
tives of such deceased officers or soldiers. And no 
officer so charged shall be permitted to quit the regi- 
ment or post until he has deposited in the hands of the 
conmianding officer all the effects of such deceased 
officers or soldiers not so accounted for and delivered. 

ARTICLES OF WAR TO BE PUBLISHED ONCE IN SIX MONTHS 
TO EVERY REGIMENT, ETC. 

Art. 128. The foregoing articles shall be read and 
published, once in every six months, to every garrison, 
regiment, troop, or company in the service of the United 
States, and shall be duly observed and obeyed by all 
officers and soldiers in said service. 



ARMY CODE.— THE MYER SYSTEM FOR U. S. 
ARMY AND U. S. NAVY SIGNALING. 



s 


212 


T 


._ 2 


u 


112 


V 


1222 


W 


1121 


X 


--..2122 


Y 


111 


Z 


2222 


tien 


1112 



(Prescribed by G. 0. No. 32, A. G. 0., 189C.) 

A 22 J —1122 

B 2112 K 2121 

C -121 L - 221 

D ...222 M— -1221 

E A2 N 11 

F 2221 O 21 

G 2211 P 1212 

H .122 Q .-..1211 

1 1 R .211 

NUMERALS. 

1 1111 2 2222 

3 1112 4 2221 

5 1122 6.-.. 2211 

7 1222 8 2111 

9 1221 2112 

ABBREVIATIONS. 

a after n not ur your 

b before r are w word 

c can t the wi ..with 

h have u you y yes 

(55) 
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CONVENTIONAL SIGNALS. 



Endof aword 3 Wait a moment.-- 1111 8 

End of a sentence 33 Bepeat after (word) 

Endof a message .-..833 121 121 3 22 8 (word) 

xx8 numerals follow Repeat last word 



(or) numerals end. 

sig 8 signature follows. 

Error 12 12 8 



121 121 33 
Bex)eat last message 

121 121 121 883 
Move a little to right 
Acknowledgment, or "I 211 211 8 

understand " - . . 22 22 3 ji^iove a little to left 
Cease signaling 221 221 3 
22 22 22 333 Signal faster 2212 8 

CODE CALLS. 

I C U — International Code Use. 

T D U — (Navy) Telegraph Dictionary Use. 

G L U— (Navy) Geographical List Use. 

G S U — (Navy) General Signal Use. 

N L U— Navy List Use. 

V N U — Vessel's Numbers Use. 

C A U— Cipher "A" Use \ These calls are for precon- 

C B U— Cipher **B" Use >■ certed use in or with the 

C C U— Cipher "C" Use ) Navy. 

INSTRUCTIONS FOR USING THE SYSTEM. 

The whole number opposite each letter or numeral 
stands for that letter or ntmieral. 

TO SIGNAL WITH FLAG, TORCH, HAND LANTERN, OR BEAM 
OP SEARCH LIGHT. 

There are but one position and three motions. 

The first position is with the flag or other appliance 
held vertically, the signalman facing squarely towards 
the station with which it is desired to communicate. 
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The first motion ("one" or "1") is to the right of 
the sender and will embrace an arc of 90% starting with 
the yerticsd and returning to it, and will l^e made in 
a plane at right angles to the line connecting the two 
stations. 

The second motion ("two " or "2") is a similar motion 
to the left of the sender. 

The thirkl motion ( * * front, " * * three " or " 3 ") is down- 
ward directly in front of the sender, and instantly re- 
turned npward to the first x)osition. 

Numbers which occur in the body of a message mnst 
be spelled ont in fulL Numerals may be used in signal- 
ing between stations having naval signal books, using 
the code calls. 

The beam of search light will be ordinarily used 
esactly as a fiag, the first position being a vertical 
one. 

To breskk or stop the signals from the sending sta- 
tion, make with the flag or other signal 12 12 12 con- 
tinuously. 

To use the torch or hand lantern, a f ootlight must be 
used as a jwint of reference to the motion. The lantern 
is more conveniently swung out upwards, by hand, from 
the f ootlight for "1" and "2" and raised vertically 
for "3." 

TO SEND A MESSAGE. 

To call a station signal its call letter until acknowl- 
edged; if the call letter be not known, signal "E" until 
acknowledged. To acknowledge a call, signal * ' I under- 
stand," followed by the call letter of the acknowledging 
station. 

Hake a slight imuse after each letter and also after 
"front." If the sender discovers that he has made an 
error he should make 3 followed by 12 12 3, after which 
he begins the word in which the error occurred. 



58 

♦plash signals, with lantern, heliograph, 
OR search light. 

Use short flash for **1," two short flashes in quick 
succession for "2," and a long steady flash for *'3." 
The elements of a letter should be slightly longer than 
in sound signals. 

The first position is to turn a steady flash on the 
receiving station; the signals are made by alternate 
obscuration and revelation. 

To call a station, make the call letter until acknowl- 
edged. Each station will then turn on a steady flash 
and ad j ust. When the ad j ustment is satisfactory to the 
called station it will cut off its flash and the calling 
station will proceed with its message. 

If the receiver sees that the sender's mirror needs 
adjusting he will turn on a steady flash until answered 
by a steady flash. When the adjustment is satisfactory 
the receiver will cut off his flash and the sender will 
resume his message. 

To break the sending station for other purposes, turn 
on a steady flash and call for repeat, etc., as occasion 
requires. All other conventional signals are the same 
as for the flag, etc. 

SOUND SIGNALS, WITH FOG WHISTLE, FOG HORN, 
OR BUGLE. 

Use one toot (about half-second) for "1," two toots 
(in quick succession) for "2," and a blast (about two 
seconds long) for "3." The ear and not the watch is 
to be relied upon for the intervals. 

The signal of execution for all tactical or drill signals 
will be one long blast followed by two toots in quick 
succession. 

In the use of any other appliance, such as a bell, by 
which a blast can not be given, three strokes in quick 

♦For full directions for workiu^ with tho heliograph, see Heliograph 
lustructious, 
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snccessioii will be given in place of the blast to indi- 
cate ** 3." 

When more than two vessels are in company, each 
vessel, after making ''I understand/' should make her 
call letter, that it may be certain which vessel has 
acknowledged. 

ADDITIONAL INSTRUCTIONS. 

Each word, abbreviation, and conventional signal is 
followed by "3." 

To start the sending station signal 121 121 3 22 3, fol- 
lowed by the last word correctly received ; the sender 
will resume his message, beginning with the word 
indicated by the receiver. 

To acknowledge the receipt of a message signal 22 22 
3, followed by the personal signal of the receiver. Each 
station should have its characteristic call letter, as 
Washington, W, and each signalist his personal signal, 
as Jones, Jo. 

The full address of a message shall be considered as 
one sentence, and will be followed by the signal **33." 



UNITED STATES TELEGRAPH CODE. 





ALPILVBET. 




A — 


J 


S - 


B 


K 


T- 


C-- - 


L 


U 


D 


M 


V 


E - 


N — - 


W 


F 


- - 


X 


G 


P 


Y 


H 


Q 


Z 


I - 


R- - 


«&• 
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NUMERALS. 

5 

6 

7 

8 .- 

PUNCTUATION MARKS. 



Comma — 

Semicolon Si 
Colon Ko 

Period 

Interrigation 

Quotation Qn 
Paragraph 



Exclamation 

Parentheses Pn 
Brackets Br 
Dollar Mark Sx 
DashDx 
Hyphen Hx 
Underline Ux 



A fraction is made by inserting a dot between the 
numerator and denominator — Ex. , J, - 

SIGNALS AND ABBREVIATIONS. 



1. Wait a moment. 


Ahr. Another. 


4. Start me. 


Ans. Answer. 


5. Have you anything for me? 


Ck. Check. 


7. Are you ready? 


Col. Collect. 


8. Busy on other wires (or 


D H. Deadhead. 


stations). 


a A. Go ahead. 


9. Train order (or important 


G E. Good evening. 


military message) —give 


G M. Good morning. 


way. 


GN. Goodnight. 


13. Do you understand? 


G R. Government rate. 


18. What is the matter? 


N M. No more. 


27. Adjust your magnet (or 


OB. Official b-.i3iness. 


flash). 


OK All right. 


30. Circuit closed (or close sta- 


Opr. Operator. 


tion). 


Pd. Paid. 


44. Answer quick. 


Qk. Quick. 


73. Accept compliments. 


Sig. Signature. 


92. Deliver (ed). 




134. Who is at the key (flag, or 


torch)? 
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OONTENTIONAL £;iOHAU^ FOE TELECIIiAPH. 

To call a station.— BigJis^l the **eaU letter*' of tlie sl 
tion required until acknowledged, signaling at interval 
the '*call letter" of the station calling. 

To acknowledge a call. — Signal "I" three times, fol- 
lowed hf call letter of acknowledging station 

To ftt^eak or ^top the signaltf from the sendijtg sti 
tion.— Open the key. 

To start the sending station after hreakitig.—f^ign&l 
"O A," followed bj the last word coTrectly received; 
the tseiider will immediately reaame his message, begin- 
ning with the word indicated by the receiver. If noth 
ing has Ijeen received, signal "R Bf the sender wil 
then repeat all. 

Error in sending. —Signal seven dots { ) rapidly,' 

and resume the message, beginning with the hkst word 
correctly sent. 

End of address. —Signal the period i- 

Sign^ ture folio les. — Signal * ' Sig. " 

To acknowledge receipt of Jtiessttge. — Signal **0 
followed by person^ signal or initial of receiver. 
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OUTLINES OF FIKST AID. 
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The object of any teacbijig upon first aid, or 
assistance of the injured or sick, is not only to enable* 
one jx^rson to help auotber* but in some measure to help 
himself. The purpose of the^e directions is to sbow how 
this niay be done by simple means and l>y simple 
methods. It is a mistake to think that you must know 
many things to be helpful, btit you must understand a 
few things clearly in order to asi»ist the patient in the 
severer cases until be can be seen by the surgeon or those 
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who are thoroughly trained. In ordinary cases what 
you can do may often be all that is necessary. 

These short instructions are intended for application 
anywhere— at a military post, in camp, or under any 
circumstances of ordinary life; but as the wounds 
received in battle are the most important to the soldier, 
it is the more necessary that he should know what to 
expect there, and what to do for himself and others. 
Most of these wounds are made by the rifle ball, fewer 
by shell or sharpnel, while those made by the saber and 
bayonet come last in frequency. 

WOCTNDS. 

When a ball enters or goes through the muscles or 
soft parts of the body alone, generally nothing need be 
done except to protect the wound or wounds with the 
contents of the first-aid packet, which all soldiers carry 
in time of war. The directions for the use of this 
packet are simple, and each packet contains them. In 
doing this always be careful of one thing— not to touch 
the wound with your fingers nor handle it in any way, 
for the dirt on your hands is harmful, and you must 
disturb a wound as little as possible. Never wash the 
wound except under the orders of a medical officer. Be 
content to open the packet carefully, and, placing the 
small pads or compresses upon the wound or wounds, to 
wrap the binder or narrow bandage firmly about the 
parts, fastening with a safety pin. This will hold the 
pads in place and will help to stop the ordinary bleeding. 
The large or triangular bandage should be bound over 
this, or used as a sling if required. Generally this is all 
that is necessary for the first treatment, and sometimes 
it is all that is needed for several days. The importance 
of the care with which this first dressing is made can not 
be too seriously insisted upon. It is better to leave a 
wound undressed than to dress it carelessly or ignorantly , 
so that the dressing must soon be removed. 
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BANUAGKS AND BLINOS. 



Tlie triangiilar Inmdage. a^ fnramhed, is a piece of 
cotton cloth* uieiLsuriug 4 f&et 2 incbea at the base and 
S f^t 9 inches at the sidea. It is intended to be folded 
in several ways and naed a*i a bandage for various part's 
of the body, or to be used BJi a eling for the hand and 
forearm. The illnstrations which are printed on the 
triangular bandage itself vdll show yon its most com- 
mon ^ipplications as a bandage or ^ling. 

In addition to the slinga made with the triangular 
bandage, two forms of slings furnished by the ordln 
clothing are here shown. (Figs. 1 and 2. ) 




Tta, I.— SuciTm ia Sum^ 



C4 




Wowand tbeij a wotin<l wll bleed vtny freely, because 
a large blood -vessel haB iK^en waandt^d> and yon imist 
know liow to stop tlie lileeding^^ or hemon'bage as it is 
called. Remember tlisit all wounds bleed a little, but 
tliat as a rule this bleeding will stop in a few minntesS 
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the patient is qaiett and that the firm pressure of the 
]md^ aud bandage will keep it controlled. Occasionally, 
but niit oft^u, something else ninst Ije done. 

Looking uixin the heart as apnmp, you will uuders^taud 
that t.o stop the current of blood pumped through the 
arteries you must i)re4ss ui>on the blood-vessel between 
the wound and the heart. This pressure stops the 
current of blcwxl in the same way that you would stop 
the flow *>f water in a lealcy rubber hose or tube by 
pressing upon it between the leak and the pump, or ' 
other source of power. The points or places where you 
can best do this for the different parts of the body are 
illustrated in the woodcnts. These i>oinla are chosen 
for pressure because the bloodvessels which you wish 

i control there lie over a boue againit which effective ^ 
re can be made. 



POllfTB FOa COMPEIBSIO.H WITH THUMB AKI> FINGEBS. 

The temporal artery is reiiched by pressure in front of 
the eiir jnst above where the lower jaw can be felt 
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working in its socket. A branch of this artery crosses 
the temple on a line from the upper border of the ear 
to above the eyebrow. 

The carotid artery may be compressed by pressing the 
thumb or fingers deeply into the neck in front of the 
strongly marked muscle which reaches from behind 
the ear to the upper part of the breastbone. Fig. 3 
shows pressure on the carotid of the left side. 




Fio. 4. — Subclavian, Kight Side. 

In bleeding from wounds of the shoulder or armpit 
the subclavian artery may be reached by pressing the 
thumb deeply into the hollow behind the middle of the 
collar bone. 




In Pleading from any part of the arm or hajid the 
braehial artery shoal ti l:>e pressed ontwardi^ against the 
Ynme just behiiut the inner horder of the large muscle 
of the arm. 
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In bleeding from the thigh, leg, or foot press backward 
with the thumbs on the femoral artery at the middle of 
the groin where the artery passes over the bone. The 
point is a little higher up than that indicated in Fig. 6. 

There are two other simple means for helping to stop 
bleeding— such as elevating or holding an arm or leg 
upright when these parts are wounded, and by apply- 
ing cold to the wound ; but you will find the compress 
and bandage, or the pressure made by your fingers, as 
described, to be most useful in the great majority of 
cases. 

When, however, the bleeding continues after you have 
used these simpler means, or your fingers become tired 
in making the pressure, which they may do after ten or 
fifteen minutes, you will have to use what is called a 
"tourniquet," and generally will be obliged to impro- 
vise one out of material at hand. The principle of such 
a tourniquet is easily understood — a pad or compress 
placed on the line of the artery and a strap or band to 
go over the pad and around the limb so that, when 
tightened, it will press the pad down upon the artery 
and interrupt the flow of the blood. In the arm apply 
the tourniquet over the point shown for compression by 
the fingers ; in the thigh, four or five inches below the 
groin as it can not be applied higher up. (See Fig. 8. ) 

The pad or compress may be made of such an object 
as a cork, or smooth round stone wrapped in some 
material to make it less rough ; the triangular bandage 
folded, a handkerchief, or a cravat being used for the 
strap. After tying the band closely around the limb 
any degree of pressure may be made by passing a stick, 
bayonet, or something of that kind of sufficient length, 
and twisting or turning it around so that the pad is 
pressed firmly in place. Turn the stick slowly and stop 
at once when the blood ceases to flow, fixing the stick 
in place with another bandage. Remember that you 
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may do liamx in two ways in using this rrniffli tonmi- 
qtiet Firnt by bniit^inj? tli*^ flesh fiTul miis<:Ie.s if yon 
use toij mucli force, and, ^ncroml, by koeping thia pres- 
sTire up to<:( lonfjf and thns sti-angling tbe limb. It is a 
gtKKl rule to relax nt ^me up on tbiti or any other tonmi- 
iiiqiiet at the end (if an hour, and hUoav it t»i remain 
IcKiw*, >>nt in plat^e, if no MeecTin^ aiipi^Hrn. By wak^h- 
iii^ yiJu c.*;u» tijfhten the tonnii(inet iit any time if nee<^- 
«ary. Otht^r tonmiiinetti art' in nw*v and fnr this pnr- 
pose the elastic or mblier bandage i.s supplied in tht* 
h<>«pital t*fJTi>s iK>a(jhes. 




rm. T. — 1*0MPBBRS1UJI »r RiaifT Bbacjiias, 
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IMPRO VI8KI i T< nt UjitqV KT. 




Fitt. 8,— C<JMPEEfiSii»sf Q¥ Lin' FujumAi^ 



PBACrnJEES. 

The n^it injury you mot^t know how to help is a I 
hi^oken hone. The lower extremities, thigh and le^r, are 
more fretinently woiTudetl than the upper* arm and foi"e- 
arm ; and so you will find more fractures of the thijj^ h 
and leg Ixmes than of the arm and forearm. You will 
usually know when one of these long bonee is broken 
l>y the way the arm or leg is held, for the wounded 
man loees power of control over the limb^ and it is no 
longer firm and straight. Whtit yoti luuat do is much 



the sajHe hi all cases— straighten the limb gentlj, pnH- 
mg upon the end of it firmly and quietly when this is 
necessary, and fix cir rt^tain it In position by such splints 
or other material ats you may have. This is called ' ' set- 
ting " the Ixjiie, It you have none of the eplint material 
supplied, many common materials will do for immediate 
and temporary use— a shingle or piece of Iward, a car- 
bine Ixiot, a wcaldjard, a tin gntter or rain sp*jut cut and 
fitted to tho limb, a buw^h of twigs^ et<". What<?s^er 
material you choae must be well p?wlded upon the side 
next to the limb, and afterwards Het?iir(Hl or btnind firmly 
iu pliice, care being taken never to pla^-e the bandage 
over the fracture, but always aliove and below. Some 
of these methods are shown in the following figures : 




Fracture of the arm : Apply tw*.i splints, one in front, 
the other behind, if the lower part of the b<:)ne is broken ; 
or to the inuer aud outer aides if the fracture is In the 
middle or upper jiart ; supf lort by eling as in Fig, 0. 



n 




Fracture of the forearm: Place the forearm across? 
the breaat* thumb up, aiid apply^ a splint to the onter 
surface extending to the wrist, and to the inner surface 
extending U} the ti^ui of the fingers ; support by sling as 
in Fig. 10. 
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Fracture of the thigh : Apply a long splint, reaching 
from the armpit to beyond the foot on the outside, and 
a short splint on the inside (Fig. 11). The military 
rifle may be used as an outside splint, but its application 
needs care. A blanket rolled into two rolls, forming a 
trough for the limb, is useful. 

The carbine boot may be used to advantage in splint- 
ing fractures of the thigh and leg, as illustrated in Figs. 
12 and 13. 




Fia. 12. 




Ft act lire of the leg : Apply two Bplints, one on tlie 
outside, tho other on the inside of the limb* When^ 
nothing better can be hadj 8Upp<.irt may be given by i 
roll of old thing and two eticks, as shown in Fig, 14. 




Fl€F. 15. — F&4CrTUR9^ Qf LUFT LGO^ SCPPOSTED by dOTfND LSO. 



Many surgeon b think that the method of fixing th< 
wounded leg to ita fellow, and of binding the arm to 



L^H 



d 



vr 
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the body, la the bnst plan for tbe field, as the qmcli 
and as serring thtj immediate puri>os*?- 

The object of all this it? to prevent, as far as possible, 
any motion of the broken bone, and bo limit the injury 
to the neighboring muscles, and t-o lessen the pain. 

Be very careful always to handle a broken limb gently. 
Do not turn or twiat it more than is neceftsary to get it 
straight, but secure it quickly an 1 firmly in one of the 
ways shown, and so make tbe patient comfortable for 
carriage to the dressing station or hospital. Time is 
not to be wasted in complicated dressings. 

OTHKK WOUKDS. 

There are, of course, many wounds of the head, face, 
and of the body, but for the raoet jiart you will have 
little to do with these except to protect the wound 
itself with the contents of the first-aid packet, or, if 
bleeding makes it necessary, use \xx addition several of 
the pat-*ket compresses to control it. As the surface 
blood-vessels of the head and face lie over the bones and 
close to them, it will generally not be difficult to st^p 
the ble€'ding by this nieann or by the pressure with the 
fingers, as already shown. Remember, as you were 
told, to make the pressure l>etween the heart and the 
bleeding point. 

With wounds about the body, the chest and abdomen, 
you must not meddle, except to protect them, when 
possible without much handling, with the materials of 
the packet. 

CAUTIONS. 

You have alreafly been warned to be gentle in the 
treatment of the wounded, and the necessity for not 
touching the woimd must always be in your mind ^ but 
there are some other general direcitions which you will 
do well to remeinl>er: 

1. Act quickly but quietly. 



78 



-JL Make the patient sit down or lie down. 
0. Bee an injury clearly IjefoTB treating it, 
4 Do not remove more clothing than is necessary to 
examine tlie injniy, and keep the patient wann with 
covering if needed. Al waya rip, or, if yon can not lip, 
cut the clothing from the injnret! part, ant! pnU 
nothing off. 

5. Give alcoholic stimulants cautiously and slowly ^ 
and only when necessary. Hot drinks will often suffice 
when obtainable. 

6. Keep from the patient all persons not actnall: 
needed to help him. 
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OTHER ACCIDENTS ANI> INJUREES. 



There are a few other conditions about which yon 
shonld be informed, although they are not pecnliar to 
military life, the first two only being related to wounda. 

SHOCK, 



I yon^l 

I 



By this term is meant a very severe physical an4j 
mental depression following extensive wounds, snch as 
tliose produced by shell, and ordinary wounds in which 
the chest and alwlomen are entered. Yon can hardly 
mistake this condition, for it resembles apx>roaching 
death. If possihlen the patient shonld not be moved, 
but kept in position where found, warmed and carefully 
stimulated. This will lie difRcnltr perhaps impossible, 
on the battlefield, but it should l)e attempted nnlesa 
removal is nnavoidahle. 



FAINTING, 

This condition is generally the result of severe bleed- 
ing, or exhaustion from fatigue. The patient should 
be laid upon bis back, head lowered, arms by the side, 
feet extended, and should be carefully stimulated. 
This condition is rarely dangerous. 



I 




n 



The other important accidents or conditions with 
which yoTi may have to deal are drowidiig, sunfitroke, 
heat exhaustioB, bums, and freezing. 

DROWN mG, 

Bieing iiiider wat-er for foiir or five minates is gen- 
erally fatal, but yon .sho^ild a1wa3^s make an effort to 
revive the apparently drowned unless it is known that 
the body has been under the water for a long time. 

Remove patient's coat and shirt; lay him on his face ; 
clasp hands nnder his belly and raise liim to drain 
water from lungs; place him on his back with a roU 
nnder his ehoulders: clean ont his month and nose; 
pnll his tongne forward and hold it with a dry hand- 
kerchief. To expand the chest, kneel at his head, grasp 
an arm jnst below the elbow with each hand ; draw his 
arms outwanl and npward t^ sides of the head. (Fig. 
100 

To drive air from the chest bring patient's arms 
down along sides and front of chest, pressing cm tliem. 
(Fig. IT.) Alternate these movements ahont fifteen 
times per minute, until natural respiration begins, or 
for at least one hour. Oceasionally hold ammonia to 
his no«e and slay his chest with a cold, wet cloth. 
While these luovements are being made, remove his 
lower garments, and dry surface > mbbing toward the 
Ijody. As soon as ptitient is able to swallow give stimU' 
lants carefully and warm fluid nourishment. 




4 
4 



82 



SUNSTROKE. 

Smistroki* or li<*at Htrokt* oc^'urs in persons exxx)Bed to 
lii^li ti'iuiMTatiin* <»itln*r in or out of the son. The face 
is HiisIumI. skill liot and dry, breathing labored, pulse 
raj)i<l. ln'at nf Innly ^eat. The patient may be un- 
conscious. IMacc him in the shade, loosen clothing and 
try to h'sscn 1m 'at of Ixnly by cold applications to the 
licad and surface j<enerally. 

'V\u' heat may also cause, especially when soldier is 
mucli fatigued, a form of exliaustion withont insensi- 
hility. Itcst on tho luwk in the shade with cold ap- 
plications to Die lu>ad and a little aromatic spirits of 
ammonia arc usually sufficient to relieve. 

In rare cases tliis exhaustion may go on to threatened 
colla])se, witli cold skin and extremities, paleface and 
very weak jiulKe. ll(>re alcoholic stimulants and heat 
to the body become necosHary. 

It is w<-]] to l)e wanuHl that l>oth sunstroke and heat 
exhaustion are common and severe among drinkers and 
the intem])erate. 

HUKNS. 

Do not. ]Mi]l tli(> clothing from the burnt part, but rip 
or cut it. otr. Do not bniak the blisters, nor prick them 
evt-n if hir^e. Vrotect a bum quickly with a mixtnre 
of e(jual parts of liiise(id or olive oil and lime water, if 
you Inive tliem ; or with tli(» plain oil, covering the whole 
with lint or cotton wool. Put nothing on a bum that 
will he dilVuruli to remove afterwards. 

VliKVyAim AND FROSTBITE. 

'J'he i)art froztai, which looks white, or bluish white, 
and is cold, sh<mld Ik; v(^ry slowly raised in temperature 
by l)risk Imt careful rubl)lng, in a cool place and never 
near a fin?. Stimulants ani to l>e given cautiously when 
the patient can swallow, and followed by small amounts 
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of warm liqnid uonnjsliinent. The r>l>jeet is to restore 
the circnlation of the lihwHl. nnd the natural warmth, 
gnidually and not vidleiitl)^ Care aiid imtienee are 
necessary to do thiB. 

THANSPtjRTATlON. 

The carriage of j^tients, for moderate distances on 
or from the tield, la best done with the service htter, 
and when that can not be procured, by some ijnpro vised 
sobstitnte which secures the comfort and safety of the 
person disabled. These methods* and those by one or 
more bearers, are f\iUj described in the Drill Eegnla- 
tions for the Hospital Corps, and are not repeated here. 

It win generally be found necessary during- or after 
an action to restrict the number of bearers to two, and 
attention to methods retjairing not more than two 
hearers ia recommended. 



J 
I 



TA££ CARS CF TOUR HBALTH, 



1 . In timeB of peace and freedom from deadly infectious 
diseasea about 4 men out of «very regiment of 1. 000 men 
die of disease in a year. In time *: f war this niunber is 
greatly in^sreased on aoconnt of unavoidabkf exp<.isures 
and privations. A. little knowledge and a little care on 
the i^art of each soldier will often prevent liim front 
becomiuK sick, and will increase the cfficieiii^y of the 
command to which he belongs. Knowledge alone is of 
no nse unless care is taken to apply it practically. 

2. A soldier should endeavor to be always at his best. 
He should avoid all expoBures, not in line of duty, which 
he knows would be likely to injury his health, for if he 
is from any cause Itelow ]>ar hem liable to break down 
under inHuences which otherwise mig^ht have had but 
little effect on him. 

a. Even in garrii*on, in time of ]>eace, soldiers often 
expoee thefoaelTes unnecessarily by going out without 



ions ^^ 
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overcoats when the weather is such as to require their 
use, or by failing to remove dami) socks or other cloth- 
ing on their return to barracks. 

4. Before starting on a campaign the soldier should 
provide himself with the necessaries for personal clean- 
liness and for keeping his clothing in repair : towel, soap, 
tooth-brush, pocket comb, and looking glass, with nee- 
dles, thread, a few strong safety pins and spare buttons. 
His shoes and socks should be carefully selected to fit, 
and it is well to have shoes broken in by a few days 
usage before starting. 

5. At rests on the march he should sit down or lie 
down if the ground is suitable, for every minute so 
spent refreshes more than five minutes standing or loi- 
tering about. 

6. At the midday rest lunch should be eaten, but it 
should always be a light meal. 

7. On the march or during exercise in hot weather 
the body loses water continuously by the skin and lungs 
and this loss must be replaced as it occurs to keep the 
blood in proper condition. Only a few swallows should 
be taken at a time, no matter how plentiful the water 
supply may be. When exceedingly thirsty after a long 
dry stretch, water should not be taken freely at once, 
but in smaller drinks at intervals, until the desire for 
more is removed. 

8. Smoking in the heat of the day or on the march 
is depressing and increases thirst. 

9. On hot marches water should be taken quite fre- 
quently, but as already stated, in small quantities at a 
time, to replace the loss by perspiration. This will often 
prevent attacks of heat exhaustion and sunstroke. 

10. On a hurried or forced march, particularly in sul- 
try weather, a soldier may become faint and giddy from 
the heat and fatigue. His face becomes pale, his lips 
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lead-colored, his akin covered witli danuny perspira' 
tion, and he trembles all over. His arms aorT equip- 
meats should be removed and his clothing loosened at 
the neck, while he is helped to the nearest shade to lie 
down, with his head low, tin til the ambolance train or 
wagons come np. Meanwhile, fan him, moisten his 
forehead and face with water and. if conscious, make 
him swallow a few sips from time to time, 

11. In sunstroke the man is unconscious and often 
has convulsions. He should be cared for, as stated in 
paragraph lU, using cold water freely on the head, face, j 
and bfjdy, until the arrival of the surgeon 

12. Military operations often have to be conducted 
without regard to temperature, but in hot weather un- 
necessary exposure to the sun should be avoided. 

13. When camp is reached and the tents pitched, 
each tent should be trenched to keep out the rainfall, 
©veil a3 though rain aeemfi unlikely. Each man should 
then prepare the floor fctr bis bed by picking out hard 
irregtilarities and scooping out a shallow depression for 
the hip hone^. Grass, hay, leaves, or other available 
material shoulil lie laid on fcis a mattress ^ with fche rub 
her poncho or slicker over all to keep dampness from 
the body. le good weather blankets should be uurolled 
and spread out to air before the time for their use 

14 If the soldier comes into ciimp much exhausted 
a cup of hot coffee is the best restorative. When 
^ greatly fatigued it ie dangerous to eat heartOy. 
^^^ 15. When the tents have been ^ranged for the night 
^^H and the duties of the day are practically over^ the sol- 
^^M dier should clean himself and his clothes a^i thoroughly 
^^■as the meana at hand will permit. Ho opportunity of 
^^H taking a bath nor of washing sticks and undeFclothing 
^^■ehould be Inst, In any ov»*r+ *^-- ^-^^t should be bathed 
W or inoppetl with a wet tow^ vening to invigor- 
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16. In the continued absence of opjwrtunity for bath- 
ing it is well to take an air bath and a moist or dry rub 
before getting into fresh underclothes and, in this case, 
the soiled clothes should be freely exposed to the sun 
and air when the blanket roll is unpacked. 

17. By attention to cleanliness of the i)erson and of 
the clothing, the discomforts of prickly heat, chafing, 
cracking, blistering, and other irritations of the skin 
will be avoided. If chafings do occur apply to the 
surgeon for a healing remedy, for, if neglected, they 
may fester and cause much trouble. 

18. A hearty meal should be eaten when the day's 
work is over, but the soldier should eat slowly, chewing 
every mouthful into a smooth pulp before swallowing; 
and it is good when one can rest awhile after this meal. 
Hard bread and beans when not thoroughly chewed 
give rise to diarrhea, one of the most dangerous of 
camp diseases. Fresh meat should be eaten sparingly 
when used for the first time after some days on salt 
rations. 

19. The soldier would do well to restrict himself to 
the company dietary. Particularly should he avoid 
the articles of food or drink for sale by hawkers and 
peddlers. Green fruit and overripe fruit are dangerous, 
as is also fruit to which the individual is unaccustomed. 
Unpeeled fruit should never be eaten, for it may have 
been handled by persons suffering from dangerous in- 
infectious diseases. 

20. It should be unnecessary to speak of the danger 
from the use of intoxicating liquors for every soldier 
knows something of this. The mind of a man under 
the infiuence of these liquors is so befogged that he is 
unable to protect himself from accidents and exposures. 
How many men have passed from this world because of 
exposures during intoxication! How many have lost 
their health and strength and become wretched saStet» 



during the remamder of a shortened exiatenoe! Be- 
sides, for daja after indolence in liquor the system is 
broken down and the individual less ab!« to stand the 
fatignes, exposures or wonnds of the campaign. 

21, If filtered or condensed water is not fomi^ed to 
the troops, and spring wmler is not to be bad« each 
soldier shonld fill his canteen over night with weak cof- 
fee or tea for the next day*s march. This in solves boil* 
ing-, and the boiling des^tniys all <langeroii9 mibstaneea 
in the water. Typhoid fever, cholera, and dysenteiy 
are ciinsed by iinpnre water. 

23. All the belongings of the soldier should be taken 
under shelter at night to protect them from rain or 
heavy dews. 

23. When not prevented hy the military ccoiditioiis, 
soldiers shonld sleep in thf ir shirts and drawers, remov- 
ing their shoes, socks, and other clothing, 

24* In the morning wash the head, face and neck with 
oold water. With the hair kept closely cut, this can be 
done even when the water snpply is Umited. | 

2o. In hot climates, where marches are made or other 
military work performed in the early moming or late 
in the evening, a sleep should be taken after the midday 
meal to make np for the shortened rest at night. Every- 
one to keep in good condition should ha^e a total of 
eight hours sleep in the twenty -four. 

26, If the march is not to be resumed, the soldier 
should take the fii^t opportunity of improiring his sleep- 
ing accommodations by building a bunk, raised a foot 
and a half, or more, from the ground. This is of the 
first importance when the ground is damp. The poncho, 
or slicker, must be relied npon as a protection in march- 
ing camps, but wh^n the camp is to be occupied for 
Bome days, bunks - ' built. 

27, In hot clitnat -injj: of the bntiks from ^bj^j 
ground lessen> 
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28. When malarial fevers are prevalent, hot coffee 
should be taken in the morning immediately after roll 
call, and men going on duty at night should have a 
lunch and coffee before starting. 

29. The soldier should never attempt to dose himself 
with medicine. He should take no drugs except such 
as are prescribed by the surgeon. 

30 No matter how short a time the camp is to be 
occupied its surface should not be defiled. The sinks 
should be used by every man, and the regulations con- 
cerning their use should be strictly complied with. 
Waste water and refuse of food should be deposited in 
pits or other receptacles designed to receive them. At- 
tention to these points will prevent foul odors and flies. 

31. When there are foul odors and flies in a camp 
the spread of typhoid fever, cholera, dysentery, and 
yellow fever is likely to occur. 

32. When any of these diseases are present in a com- 
mand every care should be taken to have the hands 
freshly washed at meal times. 

33. In the camps of field service the interior of tents 
should be sunned and aired daily, and efforts should be 
made by every soldier to have his bunk, arms, equip- 
ments, and clothing in as neat and clean condition as if 
he were in barracks at a permanent station. 

34. Harmful exposures are more frequent in hot than 
in cold weather. Soldiers seek protection against cold, 
but in seeking shade, coolness, and fresh breezes in hot 
weather they often expose themselves to danger from 
diarrhea, dysentery, pneumonia, rheumatism, and other 
diseases. A chill is an exciting cause of these affec- 
tions ; it should be avoided as much as possible. 

35. When the feet become wet the first opportunity 
should be taken of putting on dry socks. 

36. When the clothing becomes wet in crossing 
streams or in rain storms there is little danger so long 
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as active exercise is kept up, but there is great danger 
if one rests in the wet clothing. 

37. When the underclothes are wet with perspiration 
the danger is from chill after the exercise which caused 
the perspiration is ended. If the soldier can not give 
himself a towel rub and a change of underclothing, ho 
should put on his blouse and move about until his skin 
and clothes become dry. 

38. To rest or cool off, and particularly to fall asleep, 
in a cool, shady place in damp clothes is to invite suf- 
fering, x)erhaps permanent disability or death. 

39. When an infectious disease is known to be pres- 
ent among the civil population in the neighborhood of 
a military camp or station, care should be taken by 
every member of the command to avoid exposure to 
the infection. Scarlet fever, measles, and diphtheria 
are met with in the United States, but in some localities 
our troops may have to guard against smallpox, yellow 
fever, cholera, and bubonic plague. The careless or 
reckless individual- will be the first to suffer, but ho 
may not suffer alone; many of his comrades may 
become affected and die through his fault. 

40. Such infections prevail mostly among the lower 
classes of a community who have no knowledge of the 
difference between healthful and unhealthf ul conditions 
of life. Communication with them should therefore be 
avoided. 

41. The soldier should remember that association 
with lewd women may disable him for life. 

42. Every soldier should become familiar with the 
instructions in the "Outlines of First Aid," so as to bo 
able to help himself or others in the event of wounds 
or accidents. 
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Clothing account of 

Co , Regiment. 



MONEY ALLOWANCE FOR CLOTHING. 

(Note.— First sergeants will enter the amount allowed opposite each year 
after the annual price list is received.) 

For the 1st year $ ..- 

** 2d year _. - 

3d year -- 

Total for 8 years $.._ 



CLOTHING RECEIVED. 



When 
received. 


Articles. 


Price. 


Due sol- 
dier at setr 
tlement. 


Due U.S. 
at settle- 
ment. 




Dolls. 


Cts. 


Dolls. 


Cts. 


Dolls. 


Cts. 






















































1 


j 










1 












J 












1 1 
1 i 





















































91 



Clothing received — Continned. 





ArtLeloflL 
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Dda aal- 
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Clothing received — Continued. 



When 
received. 


Articles. 


Price. 


Due sol- 
dier at set- 
tlement. 


Due U. S. 
at settle- 
ment. 




Dolls. 


Cts. 


Dolls. 


Cts. 


Dolls. 


Cts. 
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Clothing received — Oontinned. 



When 
received. 


Articles. 


Price. 


Due sol- 
dier at set- 
tlement 


Dne U. S. 
at settle- 
ment. 




Dolls. 


Cts. 


Dolls. 


Cts. 


Dolls. 


C5ts. 
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Clothing received — Continned. 



When 
received. 


Articles. 


Price. 


Due sol- 
dier at set- 
tlement. 


Due U. S. 
at settle- 
ment. 




Dolls. 


Cts. 


Dolls. 


Cts. 


Dolls. 


Cts. 
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Clothing received — Continued. 



When 
received. 


Articles. 


Price. 


Dne sol- 
dier at set- 
tlement. 


Due U. S. 
at settle- 
ment. 




Dolls. 


Cts 


Dolls. 


Cts. 


Dolls. 


Cts. 
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Clothing received — Continued. 



When 
received. 


Articles. 


Price. 


Due sol- 
dier at set- 
tlement. 


Due U. S. 
at settle- 
ment. 




Dolls. 


Cts 


Dolls. 


Cts. 


Dolls. 


Cts. 





































































































































































































































































































;: 




I 




— « 



97 



Clothing received — Continued. 



WhfiQ 


ArCEctei. 


Piiw. 


Dua «al- 
djwatsot- 


Due U.B. 
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Clothing received — Contmned. 



n«iTeiU 


i^rtlelK 


I^l^it 


diermtiet-, 


lp«lt. 
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Military service of 

Co. , Regiment 

(On this shonld be noted the date and place of the soldier's present enlist- 
ment, and also all previous service in the Army, Navy, or Marine Corps.) 
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Names and Addresses of Relatives: 



LAST WILL AND TESTAMENT 



I 

of : _„. 

do make, publish, and declare this my last will and 
testament. 
I give, devise, and bequeath to * 



And I do give, devise, and bequeath all the rest and 
residue of my estate, both real and personal, to 



heirs and assigns forever,^ . 



I hereby appoint 

liOl) 



executor 

of this my last mil and testament, and I desire that 

.shall not he required to give bond for the per- 

formance of the duties of that office. 

Witness my hand this 

day of , 190 



Signed, published, and declared by. 



the above-named testator, as and for his last will and 
testament, in the presence of us, who, at his request and 
in his presence, and in the presence of each other, have 
subscribed our names as witnesses thereto.^ 



Residence : . 



Residence: . 



Residence : 



1. Here insert specific legacies and devises. 

2. If the resid'ie of the estate is given to several persons, add here the 
manner in which it is to be divided, as "in equal shares as tenants in 
common." 

3. If the will is made in Nevada, or if the testator has real estate in that 
State, he should affix his seal. 

4. If the will is made in Louisiana, unless it is wholly in the handwriting 
of the testator, there should be seven witnesses and a notary at the "seal- 
ing up. ' ' If wholly in his handwriting no formalities are required. 
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